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General Recommendations - Maintenance and Repair 

The following comments may be helpful in avoiding some of the most common problems experienced 
over the life of the bus. 

1 . Shorts in Cables and Harnesses: 

Cables that chafe of dangle will eventually wear through the insulation and result in a short. This 
can also cause terminals to loosen at their terminal point. Many times a mounting clip is removed 
to permit access to another component or to service that particular harness/cable. ALWAYS rein- 
stall the mounting clips to their original position. 

2. Corrosion in Sockets and Terminals: 

This can be a serious problem on units operating on streets and highways using salt and sodium 
chloride products. 

The use of an anti-corrosive sealant, such as Graffo 1 1 6 to coat exposed connectors, switches, and 
ground terminals, is very helpful in deterring corrosion in such areas. 

The use of a dielectric grease to coat the base and sockets of bulbs will deter the formation of 
corrosion in lamps exposed to road contaminants. It, also, reduces road shock in the bulb filaments. 

3. Circuit Resistance: 

Circuit resistance is usually caused by loose terminals at the point of termination, improper crimping 
of replacement terminals onto the wire, and unprofessional splicing of two wires together. 

Practically all replacement terminals require a special tool to insure a complete, secure bond of the 
terminal and the wire. If the proper crimping tool is not available, the terminal should be soldered to 
the wire, using a rosin flux solder. Always cover the end of the terminal with a one inch piece of 
heat shrink tubing to prevent the entrance of water, salt, etc. 

Twisting the wires together is acceptable only if the union is then soldered with rosin flux solder, 
and covered with a heat shrink tubing extending one inch on each side of the union. Butt splices 
are also common in such a repair. Again, cover the splice with heat shrink tubing. 

Wiring left improperly sealed will corrode, and the corrosion can wick up the entire length of the 
wire. Figure 1 is an example of the proper way to splice two wires together. 



Figure 1 


4. Overloaded Circuits: 

Additional electrical components should not be added to existing circuits. There is room for addi- 
tional circuit breakers on the side electrical panel, if additional options are added in the field. 

5. Proper Diagnosis: 

Thorough diagnosis is a must to eliminate repeat failures in the electrical system. Determining the 
cause of a particular failure not only solves the problem on the unit involved, but it may be helpful 
in preventing failures on other similar units in the fleet. 

In the event a particular circuit breaker continues to trip, even though no short is found, it would 
be wise to check the circuit flow on that circuit and compare it to the rating of the circuit breaker. 
The circuit breaker. The circuit breaker may be tripping below its rating, or the current draw may 
be in excess of the breaking rating. 

To check current draw on any given circuit, connect an ammeter in series between the circuit and a 
battery terminal. Energize the circuit and read the amps registered on the ammeter. 

System Protection from Short Circuits 

The electrical system has three means of protection from damage due to a short circuit in the total 
system: 

1 . Each circuit is protected by an automatic resetting circuit breaker. In some instances a circuit 
breaker may accommodate more than one circuit; however, in no case would the combined load be 
in excess of the rating of the circuit breaker if all the circuits were energized at the same time. In 
the event such a circuit breaker is tripping all the time it will be necessary to check out each circuit 
using that circuit breaker. 

2. A 150 amp manual-reset Master circuit breaker is located on the front electrical panel of the MVP- 
EF, and on the rear electrical panel of the MVP-ER, ER-Transit and TL960. This will protect the 
electrical system from damage that may occur from a major short in any area not protected by a 
fuse or automatic circuit breaker. This circuit breaker must be manually reset in the event it trips. 
When the breaker trips, the small RED button will depress. To reset it, move the small black lever 
located on the left side of the breaker back against the body of the breaker. When the electrical 
system has to be taken out of service to make other repairs, the master breaker can be tripped by 
depressing the small RED button in the center of the breaker. 

In the event the Master breaker should trip more than once, the cause MUST be determined before 
placing the bus back in service. 

3. In the unlikely event a battery cable should short out against a chassis component, the 2 AWG 
engine-to-chassis ground cable will fail. This cable is attached to the engine block on the right side 
and is connected to the right frame rail. 

In addition to the above precautions to minimize damage from an electrical fire, the insulation on 
all wiring is of a crosslink polyethylene composition which will not maintain combustion once the 
copper core of the wire cools. The same applies to convoluted tubing used to protect harnesses and 
tubing from chafing and the elements. 
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Testing for Voltage Drop 



This test checks for voltage being lost along a wire, or through a 

connection or switch. See Figure 2. 

1. Connect the positive lead of a voltmeter to the end of the wire 
(or to the side of the connection or switch) which is closest to 
the battery. 

2. Connect the negative lead to the other end of the wire (or the 
other side of the connection or switch). 

3. Operate the circuit. 

4. The voltmeter will show the difference in voltage between the 
two points. A difference (or drop) of more than one volt indi- 
cates a problem. 

Testing for Short to Ground 


1. Remove the blown fuse, leaving the battery connected. 

2. Connect the short finder across the fuse terminals. 

3. Close all switches in series with the circuit you are trouble- 

Figure 2 , 

B shooting. 

Operate the short finder. The short finder will pulse current to the short. This creates a pulsing mag- 
netic field surrounding the circuit wiring between the fuse junction block and the short. 

Beginning at the fuse junction block, slowly move the short finder meter along the circuit wiring. 
The meter will show current pulses through sheet metal and body trim. 


As long as the meter is between the fuse junction block and the short, the needle will move with 
each current pulse. When you have moved the meter past the point of the short, the needle will stop 
moving. Examine the wiring in that area for the short to ground. See Figure 3. 


Checking Current Draw 

1. Connected in series IN a circuit according to polarity. 

2. Measures current flow. 

3. Used in a closed circuit. See Figure 4. 

Troubleshooting Tools 

Electrical troubleshooting requires the use of common electrical 
test equipment. 

Test Light/Voltmeter: 

Use a test light to check for voltage. A Test Light is made up of a 
12-volt light bulb with a repair of leads attached. After grounding 
one lead, touch the other lead to various points along the circuit 
where voltage should be present. When the bulb goes on, there is 
voltage at the point being tested. 
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Figure 4 Figure 5 

A voltmeter can be used instead of a test light. While a test light shows whether or not voltage is pre- 
sent, a voltmeter indicates how much voltage is present. 


Never use a test light on circuits that contain solid state components, since damage to these components 
may result. 


Jumper Wire: 

A jumper wire is made up of an in-line fuse holder connected to a set of test leads. It should have a five 
ampere fuse. Use it for bypassing open circuits. Never use a jumper wire across any load (motors, etc.). 
This direct battery short will blow the fuse. See Figure 5. 


Short Finder: 

Short Finders are available to locate hidden shorts to ground. The short finder creates a pulsing magnetic 
field in the shorted circuit and shows you the location of the short through body trim or sheet metal. 


Troubleshooting Tests 

Test for Voltage: 

1 . Connect one lead of a test light to a known good 
ground. If you are using a voltmeter, be sure it is 

the voltmeter’s negative lead that you have connected 
to ground. 

2. Connect the other lead of the test light or voltmeter 
to a selected test point (connector or terminal). 

3. If the test light glows, there is voltage present. If you 
are using a voltmeter, note the voltage reading. It 
should be within one of measured battery voltage. A 
loss of more than one volt indicates a problem. 

See Figure 6. 
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CONN 

VENDOR 

PART ♦ 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 


17 

IG 

BROWN 

CLEARANCE LIGHTING. 

B 

1 6 

RED 

FUSE PANEL (IGN.) TO BUZZER. 

2, 3 

AMP 

77D03D- 1 

15 POSITION CONNECTOR, CAP 

19 

1 G 

BLACK 

FROM CONN. «9, INT. LGT . C F 3 JUMPER TD RELAY KB. 

D 

1 + 

RED 

FUSE PANEL (IGN.) TO DIMMER SWITCH CONN. *14. 

AMP 

XX 

14-IG GA TERMINAL. PIN 

I9A 

16 

ORANGE 

RELAY JUMPER, INT. LIGHTS, K2, KB, AND K9 . 

F 

1 Z 

RED 

FROM FUSE PANEL ( I BN . ) , HTD . M I RR0R5/X - I NB ARM. 

AMP 

XX 

10-12 TERMINAL, PIN 

I9C 

16 

BLACK/WHITE 

FROM CONN. *9, INT. LGT.(R) JUMPER TO RELAY K9 . 

G 

1 4 

RED 

FUSE PANEL (IGN.) TO DASH FAN SWITCH CONN. *9. 

' 

AMP 

77D023- 1 

15 POSITION CONNECTOR, PLUG 

20 

IE 

WHITE/BLACK 

COMPARTMENT LIGHT FEED. II2V+) 

H 

1 4 

RED 

FUSE PANEL (IGN.) TO INT. LIGHT SWITCH CONN. *9 

AMP 

XX 

14-16 GA TERMINAL, RECEP , 

21 A 

16 

BLACK 

INTERIOR LIGHT FEED l+). FRONT. 

J 

14 

RED 

FROM FUSE PANEL (IGN.) TO 5WITCHE5 (ACCESSORY) 

AMP 

XX 

10-12 GA TERMINAL. RECEP. 

Zl B 

16 

BLACK/WHITE 

INTERIOR LIGHT FEED If). REAR. 

K 

12 

RED 

FUSE PANEL TO WARNING LIGHT SWITCH CONN. *3. 

9, 15 
26 

AMP 

770022- 1 

12 POSITION CONNECTOR, PLUG 

2IF 

IG 

BLACK 

FROM RELAY KB, INT. LIGHT SIGNAL TO CONN. *14. 

L 

12 

RED 

FUSE PANEL (IGN.) TO HEATER SWITCH. 

AMP 

XX 

14-16 GA TERMINAL. RECEPTICAL 

2IR 

1 G 

BLACK/WHITE 

FROM RELAY K9. INT. LIGHT GIGNAL TO CONN. *14. 

R 

14 

RED 

FUSE PANEL (IGN.)TD STROBE SWITCH CONN. *4. 

AMP 


10-12 TERMINAL. RECEPTICAL 

27 

1 6 

WHITE/BLACK 

DESTINATION SIGN. 12 V4 FEED, 

X 

1 4 

RED 

FUSE PANEL TO LIFT RELAY KB. 

6 

25 

28 

AMP 

770029- 1 

12 POSITION CONNECTOR, CAP 

29 

16 

DARK BLUE 

REAR DODR BUZZER (GND) 

176 

IG 

RED 

FU5E PANEL IIGN.J TD LIGHT MONITOR PDS. FEED. 

AMP 


14-16 GA TERMINAL, PIN 

30 

16 

LIGHT BLUE 

HATCH DR PUSH OUT SASH (GND SIGNAL TO BUZZER) 

BB 

14 

RED 

FROM FUSE PANEL TO MARKER LIGHT CONN. *12. 

AMP 

XX 

10-12 TERMINAL. PIN 

32 

16 

YELLOW 

VANDALDCK (GND) 

CC 

1 2 

RED 

FROM FUSE PANEL (BAT.) TD WELDON POWER RELAY. 

33 

1 6 

WHITE 

BUZZER FEED (REAR & SIDE DOOR) 

EE 

14 

RED 

FROM FUSE PANEL (BAT.) TO ELECTRIC DDOR MOTOR. 

a 

13 

20 

AMP 

770027- 1 

6 POSITION CONNECTOR. CAP 

36 

16 

PURPLE/BLACK 

STROBE LIGHT FEED 

FF 

1 4 

RED 

FROM FU5E PANEL (BAT.) TD INT. LIGHT 5W ./RELAY 

AMP 

XX 

14-16 GA TERMINAL, PIN 

40 

16 

BRQWN/WHITE 

MARKER LIGHTS 

GG 

1 4 

RED 

FROM FUSE PANEL (BAT.) TO BRAKE RELAY 

AMP 

XX 

10-12 TERMINAL. PIN 

55 

16 

YELLOW 

FLA5HER TD PILOT LAMP. RIGHT-AMBER. 

HH 

12 

RED 

FROM FUSE PANEL TO WARNING SWITCH CONN. *3. 

12. 14 

1 9, 29 


770021-1 

0 POSITION CONNECTOR. PLUG 

56 

16 

RED 

FLASHER TO PILOT LAMP, RIGHT-RED. 

JJ 

IG 

RED 

FROM FUSE PANEL (SAT), CELLULAR/ACC . FEED (t). 

AMP 

XX 

14-IG GA TERMINAL, RECEP. 

57 

16 

RED 

FLASHER TO PILOT LAMP, LEFT-RED. 

LL 

12 

RED 

FROM FUSE PANEL (BAT.), TO HEATER RELAY, FRONT. 

AMP 

XX 

10-12 GA TERMINAL, RECEP. 

58 

16 

YELLOW 

FLASHER TO PILOT LAMP, LEFT-AMBER . 

KK 

12 

RED 

FROM FU5E PANEL (BAT.). TO HEATER RELAY. REAR. 

4, 7 
11,3+ 

AMP 

770020- 1 

3 P05ITION CONNECTOR, CAP 

59 

16 

RED /BLACK 

DOOR SIGNAL (GND) TO WELDON. FROM DOOR RELAY, 

SS 

14 

RED 

FROM FUSE PANEL (BAT.) TO STOP /CROSSING ARM. 

AMP 

XX 

14-16 GA TERMINAL, PIN 

59A 

16 

RED/WHITE 

DOOR SIGNAL (GND.) STEPLIGHT, FROM DOOR RELAY. 

XX 

14 

RED 

FROM FUSE PANEL (BAT.), TO LIFT RELAYS, 

AMP 

XX 

10-12 TERMINAL. PIN 

GB 

16 

BROWN 

COLD I BN., CHASSIS TO BODY FEED. 

IGN 

B 

RED 

FROM FUSE PANEL TO BODY SOLENOID (COLD STUD) , 





70 

14 

WHITE/BLACK 

SWITCH PANEL LIGHTS (4) . 

BAT 

8 

RED 

FROM FUSE PANEL TO BODY SOLENOID (HOT STUD) . 




73 A 

14 

RED 

□ASH FAN LOW SPEED FEED. 

SSI 

14 

RED 

FEED FROM CIRCUIT 55, POWER FDR 5T0P/X-ING ARM. 




73B 

14 

ORANGE 

DASH FAN HIGH SPEED FEED. 

TT 

16 

YELLOW 

FEED FROM ELECTROMAGNET ( 4 ) TO 12 VOLT IGN. 





1 AMP 400 VOLT. 

74 

IG 

BLACK 

5TEPLIGHT FEED. 






76 

IG 

BLACK/YELLOW 

DOOR LIGHT FEED. 




DIODE B 



G AMP 400 VOLT. 

BO 

IZ 


ACTIVATION SWITCH (AMBER) TO FLASHER . 


CIR 

GA 

COLOR 

DESCRIPTION 







G 1 

16 

BLUE 

RED WARNING LIGHT ACTIVATION SIGNAL, GND. 

0N/JP 

14 

GREEN 

SWITCH PANEL LIGHTS (-). 

RELAY 

BLOCKS 

HELLA 

07IZZ 


B2 

12 


FEED FROM FLASHER TO STOP ARM SOL. (I2V4) 

GND 

12 

WHITE 

FLASHER/WARNING SWITCHES/LIGHT MONITOR GROUND. 




62A 

16 

BLUE/WHITE 

FEED TO CROSSING ARM SOLENOID. CI2V4) 

GNDI 

l£ 

WHITE 

RELAY GROUND (MAIN HARNESS) . 




PART 



VENDOR P/N 

DESCRIPTION 

B2B 

16 

BLUE 

FEED TO CROSSING ARM DEACT . RELAY ( I2V+) 

GNDZ 

IG 

WHITE 

GROUND FOR BODY POWER FEED RELAY. 


B5 

1 2 

BLACK 

REAR HEATER FEED, HIGH. 

BND3 

14 

WHITE 

DASH FAN GROUND, CHASSIS HARNESS. 

BLOCK * 1 


USSMANN 

15600-1 4-- 21 

14 POSITION WITH GROUND BUS 

BG 

1 4 

WHITE 

REAR HEATER FEED, LOW. 

GND4 

14 

WHITE 

DIMMER SWITCH GROUND . 

BLOCK *2 


1 5600- 1 4-ZO 

14 POSITION FUSE BLOCK 


91 

12 

GREEN 

FRONT HEATER FEED, HIGH. 

GND5 

IG 


FRONT CLEARANCE. MARKER LIGHT GROUNDS 



92 

1 4 

RED 

FRONT HEATER FEED, LOW. 

GN06 

12 

WHITE 

FRONT WARNING LIGHT GROUNDS. 

NOTES = 

1 . CIRCUIT NUMBERS TO BE STAMPED AT 

4" INTERVALS WITH THE FHEFIX "B" 

ON ALL LEADS. 

3. WHERE "XX" IS INDICATED, USE APPROPRIATE 

PART AND/OR VENDOR AS NEEDED. 

149 

12 

BLACK 

FLA5HER MASTER POWER FEED FROM RELAY K5. 

GNDB 

16 

WHITE 

RELAY GROUND (OPTION HARNESS) . 

I49A 

IG 

BLACK/WHITE 

FLASHER MASTER POWER SIGNAL TO CONN. *2G. 

GND 9 

14 

LIGHT BLUE 

SWITCH HARNESS GROUND, ELECTRIC DOOR. 

IGO 

12 

BLACK 

LIGHT MONITOR FEED, RIGHT (RED) . 

bndid 

14 

WHITE 

HEATED MIRROR GROUND. FRONT MAIN. 

1 62 

12 

□RANGE 

LIGHT MONITOR FEED. LEFT (RED) . 

BK 1 

16 

BLACK 

TO FLASHER RELAY. MASTER POWER TRIGGER. CIZV4) 

IG4 

12 

BLUE 

LIGHT MONITOR FEED, RIGHT (AMBER) . 

BK3 

IG 

BLACK 

TO STROBE RELAY, TRIGGER ( 4 ) . 

IGG 

12 

RED 

LIGHT MONITOR FEED. LEFT (AMBER) . 

BK4 

IG 

BLACK 

TO 5TEP/DOOR LIGHT RELAY, TRIGGER. ( IZV+J 

I6B 

14 

BROWN 

LIBHT MONITOR FEED, TAIL LIBHT5. 

BK6 

1 6 

BLACK 

HEATED MIRROR RELAY, TRIGGER ( 4 ) . 

1 6BA 

14 

BROWN/ WHITE 

RELAY Kl TO DIMMER SW. CONN. *14, PARK SIGNAL. 

BKB 

1 G 

BLACK 

FRONT HEATER TRIGGER (HIGH), RELAY Kll. 

169 

16 

BROWN 

PARK LIGHT CIRCUIT FROM CONN. *13, CHASSIS FEED 

BK9 

IG 

BLACK 

REAR HEATER TRIGGER (HIGH), RELAY KIZ. 

170 

14 

BLUE/WHITE 

LIGHT MONITOR FEED. REVERSE LIGHTS. 

PLT 

16 

RED 

CURRENT SENSING PILOT LIGHT FEED TO CONN. *3. 

I7Z 

1 4 

RED 

LIGHT MDNITQR FEED, BRAKE LIGHTS. 

JPI 

1 4 

BLACK/ORANGE 

SWITCHED FEED FROM STEP/DQDR RELAY K4 . 

1 72A 

16 

RED 

FEED TO BRAKE RELAY ( 1 ZV+ WHEN BRAKE DEPRESSED) 





174 

IG 

YELLOW 

LIGHT MONITOR FEED, LEFT TURN SIGNAL. 





175 

1 6 

DARK GREEN 

LIGHT MONITOR FEED, RIGHT TURN 5IGNAL . 



45 B 

10 

ORANGE 

TO STARTER SOLENOID . 


459 

10 

ORANGE/BLACK 

TO IGN. SWITCH SIDE OF START CIRCUIT. 

4GB 

1 4 

ORANGE 

HEATED MIRROR FEED ( 4 ), QUADS 

PART 

VENDOR 

VENDOR P/N 

DESCRIPTION 


4B9 

1 4 

BLUE 

HEATED MIRROR FEED (4], CAB. 

A 

XX 

XX 

BUTT SPLICE, 14-16 AWG . 


470 

1 4 

ORANGE 

STOP/CROSSING ARM HEATER PDWER FEED. 




ifioinar 

52004983 B 

B 

XX 

XX 

FORK SPADE. *10 STUD 14-16 GA . 


504 

16 

RED 

DOOR SWITCH CLIFT) TO BUZZER. (-) SIGNAL. 

c 

XX 

XX 

RING TERMINAL, *10 STUD 14-16 AWG . 


559 

16 

WHITE 

DOOR LATCH SWITCH TO LIFT RELAY KIO, C-) SIGNAL 

□ 

XX 

XX 

RING TERMINAL. 5/ I6’\ B AWG. 


523 

16 

LIGHT GREEN 

GND SIGNAL SASH, REAR DOOR, LIFT DOOR LATCH C- 

b —1 

E 

XX 

XX 

RING TERMINAL. *10 STUD. B A WG. 


561 

16 

LIGHT GREEN 

TRANSMISSION LOCK-OUT LOOP. 

PAGE 2 OF 2 

SWITCH PANEL 

HARNESS, PRIMARY 

End Date: 12/3/01 

F 

AMP 

52 097+ -2 

10-14 GA, 1/4" ULTRA-POD 


564 

16 

BREEN/ WHITE 

T RAN 5M I 55 I ON LOCK-OUT LOOP. 

AMP 

520963-2 

14-19 GA, 1/4" ULTRA-POD 


565 

16 

YELLOW 

PARK BRAKE SIGNAL, FROM CHASSIS PARK BRAKE. 

G 

XX 

XX 

BUTT SPLICE 10-12 SA. TO 14-16 BA. 
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CONN 

VENDOR 

PART * 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 


CIR 

BA 

CDLOR 

DESCRIPTION 


17 

16 

BROWN 

CLEARANCE LIGHTING. 

B 

1 6 

RED 

FUSE PANEL (IGN.) TO BUZZER. 

2. 3 

AMP 

77D030- 1 

15 POSITION CONNECTOR. CAP 

19 

1 E 

BLACK 

FROM CONN. *9. INT. LGT . (FI JUMPER TO RELAY K8. 

D 

1 4 

RED 

FUSE PANEL (IGN.) TO DIMMER SWITCH CONN. *14. 

AMP 

XX 

14-16 GA TERMINAL, PIN 

I9A 

1 6 

□RANGE 

RELAY JUMPER, INT. LIGHTS, K2. K0. AND K9 . 

F 

12 

RED 

FROM FUSE PANEL (IGN.), HTO . MIRR0R5/X- ING ARM. 


XX 

10-12 TERMINAL, PIN 

I9C 

1 6 

BLACK/WHITE 

FROM CONN. *9. INT. LGT. (R) JUMPER TQ RELAY K9. 

G 

14 

RED 

FUSE PANEL (IGN.) TO DASH FAN SWITCH CONN. *6. 

' 

AMP 

77D023- 1 

15 POSITION CONNECTOR, PLUG 

20 

IE 

WHITE/BLACK 

COMPARTMENT LIGHT FEED. ( I2V+) 

H 

14 

RED 

FU5E PANEL (IGN.) TD INT. LIGHT SWITCH CONN. #9 

AMP 

XX 

14-16 GA TERMINAL, RECEP. 

21 A 

1 6 

BLACK 

INTERIOR LIGHT FEED (+1. FRONT. 

J 

1 4 

RED 

FROM FUSE PANEL (IGN.) TQ SWITCHES (ACCESSORY) 

AMP 

XX 

10-12 GA TERMINAL, RECEP. 

2 1 B 

16 

BLACK/WHITE 

INTERIOR LIGHT FEED (+), REAR. 

K 

1 2 

RED 

FUSE PANEL TO WARNING LIGHT SWITCH CONN. *3. 

9, 15 

26 

AMP 

770022- 1 

12 POSITION CONNECTOR, PLUG 

2 1 F 

16 

BLACK 

FROM RELAY K8, INT. LIGHT SIGNAL TO CONN. *14. 

L 

12 

RED 

FUSE PANEL (IGN.) TO HEATER SWITCH. 

AMP 

XX 

14-16 SA TERMINAL, RECEPTICAL 

2 1 R 

16 

BLACK/WHITE 

FROM RELAY K9, INT. LIGHT SIGNAL TO CONN. *14. 

R 

1 4 

RED 

FU5E PANEL (IGN.) TO STROBE SWITCH CONN. *4. 

AMP 


10-12 TERMINAL. RECEPTICAL 

27 

16 

WHITE/BLACK 

DESTINATION SIGN. 12 V-t- FEED. 

X 

14 

RED 

FUSE PANEL TO LIFT RELAY K8 . 

6, 1 1 

25 

29 

AMP 

770029- 1 

12 POSITION CONNECTOR, CAP 

29 

16 

DARK BLUE 

REAR DOOR BUZZER CGNO) 

176 

IS 

RED 

FUSE PANEL (IGN.) TO LIGHT MONITOR POS . FEED. 

AMP 


14-16 GA TERMINAL, PIN 

30 

1 E 

LIGHT BLUE 

HATCH OR PUSH OUT SASH (GND SIGNAL TO BUZZER! 

BB 

1 4 

RED 

FROM FUSE PANEL TO MARKER LIGHT CONN. *12. 

AMP 


10-12 TERMINAL, PIN 

32 

16 

YELLOW 

VANDALOCK (GND 3 

CC 

1 2 

RED 

FROM FUSE PANEL (BAT.) TO WELDON POWER RELAY. 

e 

13 

20 

AMP 

770027 - 1 

S POSITION CONNECTOR, CAP 

33 

1 E 

WHITE 

BUZZER FEED (REAR & SIDE DOOR) 

EE 

1 4 

RED 

FROM FUSE PANEL (BAT.) TO ELECTRIC DOOR MOTOR. 

30 

16 

PURPLE/BLACK 

5TR0BE LIGHT FEED 

FF 

1 4 

RED 

FROM FUSE PANEL (BAT.) TO INT. LIGHT SW. /RELAY 

AMP 

XX 

14-IG GA TERMINAL, PIN 

4Q 

16 

BROWN/WHITE 

MARKER LIGHTS 

GG 

1 4 

RED 

FROM FUSE PANEL (BAT.) TO BRAKE RELAY 

AMP 

XX 

10-12 TERMINAL, PIN 

55 

16 

YELLOW 

FLA5HER TD PILOT LAMP, RI6HT-AMBER . 

HH 

1 2 

RED 

FROM FUSE PANEL TO WARNING SWITCH CONN. *3. 

12, 14 
19, 29 

AMP 

77002 1 - 1 

9 POSITION CONNECTOR. PLUG 

5G 

IG 

RED 

FLA5HER TO PILOT LAMP, RIGHT-RED. 

JJ 

16 

RED 

FROM FUSE PANEL (BAT), CELLULAR/ACC . FEED (t). 

AMP 

XX 

14-16 6 A TERMINAL, RECEP. 

57 

IG 

RED 

FLASHER TO PILOT LAMP, LEFT-RED. 

LL 

1 2 

RED 

FROM FUSE PANEL (BAT.), TO HEATER RELAY, FRONT 

AMP 

XX 

10-12 GA TERMINAL, RECEP. 

50 

16 

YELLOW 

FLASHER TO PILOT LAMP, LEFT- AMBER . 

KK 

1 2 

RED 

FROM FUSE PANEL (BAT.), TO HEATER RELAY, REAR. 

4. 7 

34 

AMP 

770020- 1 

9 POSITION CONNECTOR, CAP 

59 

16 

REO/BLACK 

DOOR SIGNAL (GND) TO WELDON, FROM DOOR RELAY. 

S5 

1 4 

RED 

FROM FUSE PANEL (BAT.) TO STOP/CROSSING ARM 

AMP 

XX 

14-16 GA TERMINAL, PIN 

59 A 

IG 

RED/WHITE 

DOOR SIGNAL CGNO.J STEPLIGHT, FROM DOOR RELAY. 

XX 

14 

RED 

FROM FUSE PANEL (BAT), TO LIFT RELAYS. 

AMP 

XX 

10-12 TERMINAL, PIN 

68 

16 

BROWN 

COLD IGN., CHASSIS TO BODY FEED, 

IGN 

8 

RED 

FROM FUSE PANEL TO BODY SOLENOID (COLD STUD) . 





70 

14 

WHITE/BLACK 

SWITCH PANEL LIGHTS C+). 

BAT 

8 

RED 

FROM FUSE PANEL TO BODY SOLENOID (HOT 5TUD) . 




73A 

14 

RED 

DASH FAN LOW SPEED FEED. 

SSI 

14 

RED 

FEED FROM CIRCUIT SS. POWER FOR STOP/X-ING ARM. 




73B 

14 

ORANGE 

DA5H FAN HIGH SPEED FEED. 

-n_ 

J=§=_ 

YELLOW 

FEED FROM ELECTROMAGNET (+1 TO 12 VOLT IGN. 






74 

16 

BLACK 

STEPLIGHT FEED. 









DIODE B 



6 AMP 400 VCLT. 

76 

16 

BLACK /YELLOW 

DOOR LIGHT FEED. 

00 

12 

GREEN 

ACTIVATION SWITCH (AMBER) TO FLASHER. 


CIR 

GA 

COLOR 

DESCRIPTION 








81 

16 

BLUE 

RED WARNING LIGHT ACTIVATION SIGNAL. GND. 

GN/JP 

14 

GREEN 

SWITCH PANEL LIGHTS (-). 

RELAY 

BLOCKS 


87 122 


82 

IP 


FEED FROM FLASHER TO STOP ARM SQL. Cl 2V*-) 

GNO 

12 

WHITE 

FLASHER/WARNING 5WI TCHE5/LIGHT MONITOR GROUND. 


XX 

TERM INAL -FEMALE, 1/4”, 14-16 GA. 

BZA 

16 

BLUE/WHITE 

FEED TO CROSSING ARM SOLENOID. (I2V+) 

GND 1 

IE 

WHITE 

RELAY GROUND (MAIN HARNESS) . 




PART 



VENDOR P/N 

DESCRIPTION 

02B 

16 

BLUE 

FEED TO CROSSING ARM DEACT . RELAY CI2V+J 

GND2 

1 6 

WHITE 

GROUND FOR BODY POWER FEED RELAY. 


B5 

12 

BLACK 

REAR HEATER FEED, HIGH. 

GND3 

14 

WHITE 

0A5H FAN GROUND. CHASSIS HARNESS. 

BLOCK #1 


USSMANN 

1 5600- 14-21 

14 POSITION WITH GROUND BUS 

BB 

14 

WHITE 

REAR HEATER FEED, LOW, 

GND4 

1 4 

WHITE 

DIMMER SWITCH GROUND. 

BLOCK *2 


I5G00- 14-20 

14 POSITION FUSE BLOCK 


9 1 

12 

GREEN 

FRONT HEATER FEED, HIGH. 

BN05 

1 E 





92 

14 

RED 

FRONT HEATER FEED, LOW. 

GND6 

12 

WHITE 

FRONT WARNING LIGHT GROUNDS. 

NOTES: 

1- CIRCUIT NULBEPS TD BE STAMPED AT 

4" INTERVALS WITH THE PREFIX ~B~ 

□N ALL LEADS. 

2. REFER TO DWG. *52001 I3G FOR HARNESS 

SPECIFICATIONS. 

3. WHERE -XX" IS INDICATED. USE APPROPRIATE 

PART AND/CR VEMDCR AS NEEDED. 

1 49 

12 

BLACK 

FLASHER MA5TER POWER FEED FROM RELAY K5. 

GND8 

1 6 

WHITE 

RELAY GROUND (OPTION HARNESS) . 

1 49A 

IE 

BLACK/WHITE 

FLASHER MASTER POWER SIGNAL TO CONN, *26, 

GND9 

14 

LIGHT BLUE 

SWITCH HARNESS GROUND, ELECTRIC ODOR. 

1 GO 

12 

BLACK 

LIGHT MONITOR FEED, RIGHT (RED) . 

GND IQ 

1 4 

WHITE 

HEATED MIRROR GROUND. FRONT MAIN. 

162 

12 

ORANGE 

LIGHT MONITOR FEED. LEFT (RED). 

BK 1 

16 

BLACK 

TO FLASHER RELAY, MA5TER POWER TRIGGER. CI2V+) 

1 64 

12 

BLUE 

LIGHT MONITOR FEED, RIGHT CAMBER) . 

BK3 

IE 

BLACK 

TO STROBE RELAY. TRIGGER (*-). 

166 

12 

RED 

LIGHT MONITOR FEED. LEFT (AMBER! . 

BK4 

16 

BLACK 

TO STEP/DOOR LIGHT RELAY, TRIGGER. (I2V+J 

160 

14 

BROWN 

LIGHT MONITOR FEED, TAIL LIGHTS. 

BKG 

IG 

BLACK 

HEATED MIRROR RELAY, TRIGGER (+) . 

I6BA 

14 

BROWN/ WHITE 

RELAY Kl TO DIMMER SW. CONN. #14, PARK SIGNAL. 

BKB 

16 

S_ACK 

FRONT HEATER TRIGGER (HIGH). RELAY Kll. 

1 69 

16 

BROWN 

PARK LIGHT CIRCUIT FROM CONN. #13, CHASSIS FEED. 

BK9 

16 

BLACK 

REAR HEATER TRIGGER (HIGH), RELAY KI2. 

170 

14 

BLUE/WHITE 

LIGHT MONITOR FEED. REVERSE LIGHTS. 

PLT 

IE 

RED 

CURRENT 5ENSING PILOT LIGHT FEED TO CONN. *3. 

172 

14 

RED 

LIGHT MONITOR FEED, BRAKE LIGHTS. 

JPI 

14 

BLACK/ORANGE 

SWITCHED FEED FROM STEP/DOOR RELAY K4 . 

1 72A 

16 

RED 

FEED TO BRAKE RELAY CI2V+ WHEN BRAKE DEPRESSED) 





174 

16 

YELLOW 

LIGHT MONITOR FEED, LEFT TURN SIGNAL. 





175 

16 

DARK GREEN 

LIGHT MONITOR FEED, RIGHT TURN SIGNAL. 



450 

10 

ORANGE 

TO STARTER SOLENOID. 


459 

10 

DRANGE/BLACK 

TD IGN. SWITCH SIDE OF START CIRCUIT. 

460 

14 

ORANGE 

HEATED MIRROR FEED (*-), QUADS. 

PART 

VENDOR 

VENDOR P/N 

DESCRIPTION 


469 

14 

BLUE 

HEATED MIRROR FEED ( + ). CAB. 



A 

XX 

XX 

BUTT SPLICE, 14-16 AWG . 



14 

ORANGE 

STOP/CROSSING ARM HEATER POWER FEED. 

PAGE 2 OF 2 


52005255 C 

B 

AMP 

G2 1 09- I 

RECEPTACLE AND TAB COMBINATION. 18-14 GA 


504 

16 

RED 

DOOR SWITCH (LIFT) TO BUZZER, C-) SIGNAL. 

ifiomar 

C 

XX 

XX 

RING TERMINAL, *10 5TUD 14-15 AWB. 


559 

16 

WHITE 

DOOR LATCH SWITCH TO LIFT RELAY K 1 0, (-) SIGNAL 

□ 

XX 

XX 

RING TERMINAL, 5/16", 0 AWG . 


523 

16 

LIGHT GREEN 

GND SIGNAL: 5A5H, REAR DOOR, LIFT DOOR LATCH C- 


E 

XX 

XX 

RING TERMINAL, «I0 STUD, 0 AWG. 


561 

16 

LIGHT GREEN 

TRANSMISSION LOCK-OUT LOOP. 

SWITCH PANEL 

HARNESS, PRIMARY 

Effective Date: 12/4/01 

End Date: 12/3/01 

F 

AMP 

520974-2 

10-14 GA, 1/4" ULTRA-POD 


564 

IG 

GREEN/WHITE 

TRANSMISSION LOCK-OUT LOOP. 

AMP 

520963-2 

14-10 GA, 1/4" ULTRA-POD 


565 

IE 

YELLOW 

PARK BRAKE SIGNAL. FROM CHASSIS PARK BRAKE. 

G 

XX 

XX 

BUTT SPLICE 10-12 GA. TO 1 4- 1 G GA . 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


AMP 

770D2Q- 1 

6 POSITION CONNECTOR, PLUS 

1 

13 

AMP 

XX 

14-16 GA TERMINAL, RECEP . 

X 


AMP 

XX 

10-12 GA TERMINAL, RECEP. 

X 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

1 69 

1 6 

BROWN/WHITE 

PARKING LIGHT CIRCUIT. 

170 

1 4 

BLACK /GREEN 

LIGHT MONITOR FEED, REVER5E LIGHT5 . 

1 72A 

IG 

DARK BLUE 

BRAKE LIGHT RELAY FEED. 

174 

14 

YELLOW 

LIGHT MONITOR FEED, LEFT TURN SIGNAL. 

1 75 

1 4 

DARK GREEN 

LIGHT MONITOR FEED, RIGHT TURN SIGNAL. 

GND 

G 

WHITE 

CHASSIS TO BODY ELECTRICAL GROUND. 

GB 

16 

ORANGE 

COLD IGN., CHASSIS TO BODY FEED. 



OUTER DIAMETER OF CONNECTOR 
MUST NOT EXCEED .4-0 INCHES. 



CONVOLUTED TUBING 



33.0 



CONVOLUTED TUBING 

P/N 52003918 MINOTOUR 050,051 



O RED 


CONNECTOR *13 

(TO SWITCH CABINET HARNESS 5 



3 

IS9 

E 

170 

1 72A 

±J 

6B 

5j 

174 

bJ 

1 75 



7. USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 1 20 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


5. WHERE "XX" IS INDICATED, USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 


2. TAG HARNESS FOR IDENTIFICATION. 


I . CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX ”B" 
ON ALL LEADS. 


NOTES: 


PRIMARY 

FORD 


CHASSIS INTERFACE 
MODEL SRW, DRW 


C 

XX 

XX 

RIN0 TERMINAL, #10 STUD. 6 AW6 . 

X 

B 

XX 

XX 

RING TERMINAL, 7/IG" STUD, G AWG. 

X 

A 

DEUTSCH 

04G0-2I 5- 1 Gl 4 1 

JIFFY SPLICE, 14- IG AWG. 

X 

TERM 

VENDOR 

VENDOR ND. 

DESCRIPTION 

□ TY. 



HARNESS, PRIMARY 
CHASSIS INTERFACE, 
FORD 


End Date: 9/4/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

QTY 


PED 

1 2004990 

CONN. 0F, METRI PACK 200 SERIES 

1 

33 

PED 

XX 

TERMINALS FOR CONNECTOR 

X 


PED 

XX 

SECONDARY LOCK TAB FOR CONNECTOR 

X 


AMP 

770020-1 

0 POSITION CONNECTOR, PLUG 

1 

13 

AMP 

XX 

14- IG GA TERMINAL, RECEP . 

X 


AMP 

XX 

10-12 GA TERMINAL, RECEP. 

X 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

1 69 

1 G 

BROWN 

PARKING LIGHT CIRCUIT. 

1 70 

1 4 

BLUE/WHITE 

LIGHT MONITOR FEED, REVERSE LIGHT5 . 

1 72A 

16 

WHITE 

BRAKE LIGHT RELAY FEED. 

1 74 

16 

YELLOW 

LIGHT MONITOR FEED, LEFT TURN SIGNAL. 

175 

16 

□ARK GREEN 

LIGHT MONITOR FEED. RIGHT TURN SIGNAL. 

GND 

£ 

WHITE 

CHASSIS TO BODY ELECTRICAL GROUND. 



OUTER DIAMETER OF CONNECTOR 
MUST NOT EXCEED .40 INCHES. 





O RED 


CONNECTOR #13 

CTO SWITCH CABINET HARNESS) 




-GJ 

fj 

169 

El 

174 

ai 


£j 

1 70 

175 


JJ 

1 G9 

IJ 

1 70 

I72A 

±J 

5j 

174 

6j 

1 75 


0. OUTSIDE DIAMETER OF RING STYLE CONNECTORS MUST BE 
AS SMALL AS POSSIBLE TO ALLOW GIVEN STUD SIZE. 


USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


6. WHERE "X” 15 INDICATED, USE APROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 


5. WHERE ■’XX" IS INDICATED, USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

4 . REFER TO DWG . #5200 I I 36 FOR HARNESS 
SPECIFICATIONS. 

3. STRIP INSULATION BACK 3/0” ON 
UNTERMINATED LEADS. 


2. TAG HARNESS FOR IDENTIFICATION. 


I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 
ON ALL LEADS. 


NOTES: 


c 

RING TERMINAL. #10 STUD, G AWG. 

X 

B 

RING TERMINAL, 1/2" STUD, G AWG. 

X 

A 

BUTT SPLICE, 14- IB AWG. 

X 

TERM 

DESCRIPTION 

□ TY. 


PRIMARY CHASSIS INTERFACE 
GM MODEL MI NOTOUR 



HARNESS, PRIMARY 
CHASSIS INTERFACE, GM 


End Date: 9/5/02 
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COLOR 


DESCRIPTION 



BLACK /WHITE 


WHITE/BLACK 


BLUE/WHITE 


PURPLE/BLACK 


DESCRIPTION 


FROM FUSE PANEL (ACC.) 


FROM FUSE PANEL (BAT) TQ I NT. LIGHT RELAY. 


FROM FUSE PNL . (BAT) TO HEATER RELAY. 


DOME OPTION RELAY TRIGGER (+) . 


I.D. 5IGN, FEED FROM 5WITCH . 


SWITCH PANEL LIGHTS I + ) FEED ■ 


FEED TO CROSSING ARM C + ) . 


FEED TO CROSSING ARM DEACTIVATION RELAY. 


FRONT HEATER FEED, HIGH ( + ) ■ 


SPEAKER FEED, RIGHT (-) ■ 


SPEAKER FEED, RIGHT CO . 


RIGHT SPEAKER FEED. C + ) . 


WHITE/BLACK 


LIGHT GREEN 


RED/WHITE 


EXTERNAL SPEAKER FEED, 


SPEAKER FEED. LEFT C+> . 


LEFT SPEAKER FEED, t-O . 


SPEAKER FEED, LEFT (-) . 


TO ELECTRIC DOOR HARNESS, OPEN. 


GND SIGNAL: 5A5H, LIFT LATCH. REAR DOOR, HATCH. 


VIDEO CAMERA POWER SUPPLY FEED ( + ). 


ESCAPE HATCH FAN FEED C+l . 


ENG. COMP. LIGHT FEED C-O . 


TO CROSSING ARM RELAY, TRIGGER FROM SWITCH. C -t- 1 


FROM MAIN, FRONT HEATER RELAY TRIGGER. HIGH. U) 


RELAY GROUND (OPTION HARNESS) . 


SWITCH PANEL LIGHTS (-) . 


BOTTOM VIEW OF RELAY 
BLOCK IS SHOWN . RELAY 
BLOCKS SHOULD BE ASSEMBLED 
TOGETHER AND ORIENTED 
SUCH THAT MOUNTING TAB IS 
UPRIGHT AND TO THE REAR 
ON FINISHED HARNESS. 


LEADS. 



PART 

A 


VENDOR 


VENDOR P/N 


XX 


XX 


BUTT SPLICE. 


DESCRIPTION 
I 4- IB GA.. INSULATED 



NOTES : 

1 . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 

ON ALL LEADS. 

2. TAG HARNESS FOR IDENTIFICATION. 

3. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4 . REFER TO DWG . #5200 I 1 36 FOR HARNESS 
SPECIFICATIONS. 

5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS, THE HARNESS MUST 
BE SMOOTH AND NON-TWISTED. 

6. USE WIRE TIES TO HOLD HARNESS 
WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 

7. CONNECTORS AND BREAK-OUTS MUST FACE 
AS INDICATED ON THE DRAWING. 

9. WHERE ''XX" IS INDICATED. USE APPROPRIATE 
PART ANO/OR VENDOR AS NEEDED. 

9 . CONNECTORS 35. 5. 33. AND Z4 ARE TO BE TAGGED 
APPROPRIATELY I INCH FROM CONNECTOR BODY. 

EXAMPLE: CONN. #21 TAG WOULD READ "I.D. SIGN" 

10. AT ANY POINT REQUIRING A SPLICE, USE ULTRASONIC 
SPLICING WITH SEALING HEAT SHRINK. 

I I . ALL WIRE LENGTHS ARE IN INCHES AND ARE BASED ON 

□IMS BETWEEN WIRE "BREAK-OUTS" AND/OR "BREAK-OUTS" 
AND ENTRY POINT OF THE CONNECTOR THEY TERMINATE IN. 



1 10 

IT 

3^ 

1 10* 

il 

IICB 

5J 

eJ 



SI 



52005041 A 




H 



HARNESS, OPTION 
INTERFACE 


Effective Date: 8/10/01 
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CDNN 


VENDOR 


PART 


COLOR 


DESCRIPTION 


□TY 


CARLING 

PED 

PED 

AMP 

AMP 

AMP 

HELLA 

XX 

XX 


999 I 67 I GOO I 
XX 
XX 
XX 
XX 

77002B- I 
87122 
XX 
XX 


SWITCH CONNECTOR 

10-20 GA TERMINAL 
I 4- IS GA TERMINAL 

14-20 GA. TERMINAL, PIN. 

10-12 GA. TERMINAL, PIN. 

9 POSITION CONNECTOR, CAP. 
HOUSING-RELAY, 5 PDSITIDN. 
TERMINAL-FEMALE, 1/4", I 4- I S GA . 
TERMINAL-FEMALE, 1/4", I O- I 2 GA . 


X 

x_ 

X 

X 


X 

X 

X 


459 IQ 

45B 10 

56 1 16 

564 IS 

82A IF 

"isT K 

470 |4 

468 14 

5E5 |G 

565A 16 


ORANGE/BLACK 
ORANGE 

LIGHT GREEN 
GREEN/WHITE 
BLUE/WHITE 
RED 

BLACK 

ORANGE 

YELLOW 

YELLOW 


DESCRIPTION 

IGN. SIDE OF STARTER CIRCUIT. 
SOLENOID SIDE OF STARTER CIRCUIT. 
TRANSMISSION LOCK-OUT LOOP, 
TRANSMISSION LOCK-OUT LOOP, 
CROSSING ARM SOLENOID, SIGNAL. 
CROSSING ARM POWER FEED. 

TO CROSSING ARM HEATER ELEMENT 
HEATED MIRROR FEED, OUADS . 

PARK BRAKE SIGNAL, (-1 . 

PARK SWITCH SIGNAL, C-) NC . 



3^ 

450 

459 

468 

±J 

56 1 

564 

§J 

565A 

zJ 

B2A 

£j 

470 

9 ] 

SSI 


10. USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREE5 CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 

9. WHERE "X" IS INDICATED, USE APROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

9. 


6. USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 

5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS, THE HARNESS MUST 
BE SMOOTH AND NON-TWISTED. 

I 35 FOR HARNESS 


2. TAG HARNESS FOR I DENT I FI CAT I ON , 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 


G 

XX 

XX 

BUTT SPLICE, 10-12 GA . YELLOW 

X 

F 

XX 

XX 

RING TERMINAL, 4 GA., 3/8” STUD. 

X 

E 

XX 

XX 

RING TERMINAL, 4 GA.. 1/4" STUD. 

X 

D 

XX 

XX 

BUTT SPLICE, 14- IS GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, #10 STUD, 1 4- 1 G GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 1 4- 1 G GA . 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 14-16 GA. 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 


BODY/CHASSIS INTERFACE 
FORD MODEL MINOTOUR 
OPTION HARNESS 



I - 

K 

52003901 C 


HARNESS, BODY 
CHASSIS OPTION INTER- 
FACE, FORD 


End Date: 6/11/01 
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CONN 




COLOR 


DESCRIPTION 



s 

XX 

XX 

BUTT SPLICE, 10-12 6A . YELLOW 

X 

F 

XX 

XX 

RING TERMINAL, 4 BA . , 3/8" STUD. 

X 

E 

XX 

XX 

RING TERMINAL. 4 GA„ 1/4" STUD. 

X 

D 

XX 

XX 

BUTT SPLICE. 14-16 6A BLUE. 

X 

C 

XX 

XX 

RING TERMINAL. *10 5TUD. 14-16 GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14- IE GA . 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 14-16 GA. 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 


BODY/CHASSIS INTERFACE 
FORD MODEL MINOTOUR 
OPTION HARNESS 



52004985 B 


HARNESS, BODY 
CHASSIS OPTION INTER- 
FACE, FORD 

Effective Date: 6/12/01 


End Date: 9/4/02 
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CONN 


VENDOR 




DESCRIPTION 


9 POSITION CONNECTOR. 


1 4—20 BA . TERMINAL. RECEPTICAL, 


10- IE BA. TERMINAL. RECEPTICAL. 


DESCRIPTION 


LIGHTLY TAPE BACK CIRCUITS SP I AND SP2 
TO MAIN BODY OF HARNESS. 

USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


G. USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED. MINIMUM AMOUNT AND SIZE 

5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS. THE HARNESS MUST 
BE SMOOTH AND NDN-TWI 5TED . 


3. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX ”B" 
ON ALL LEADS. 


IT^ 

GND3 

59A 

59 


SP 1 

eJ 

74 

eJ 

SP2 

_eJ 

73B 

iJ 

73A 



O GREEN 

CONNECTOR # I I 

(TO SWITCH PANEL HARNESS! 


□ □OR 


SWITCH, 
FORD MI 


DASH FAN, STEP/DOOR LIGHTING 
NOTOUR STANDARD HARNESS 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

QTY 

1 1 

AMP 

770022- 1 

12 POSITION CONNECTOR, PLUG. 

1 

AMP 

XX 

14 -ZD GA. TERMINAL, RECEPTICAL. 

X 

AMP 

XX 

10-12 GA. TERMINAL, RECEPTICAL. 

X 


AND SPZ 

USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


CONNECTORS AND BREAK-OUTS MUST FACE 
AS INDICATED ON THE DRAWING. 


5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS, THE HARNESS MUST 
BE SMOOTH AND NON-TWISTED. 


4 . REFER TD DWG . *5200 I I 3G FDR HARNESS 
SPECIFICATIONS. 

3. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

2. TAG HARNESS FOR IDENTIFICATION. 


I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 



3 

GND3 

2| 

59A 

3J 

59 

±J 

5j 

76 

Gj 

74 

z| 

SP2 

bJ 

73B 

9J 

73A 

I0| 

SPI 

13 

SP3 

in 



O GREEN 

CONNECTOR # I I 

(TO SWITCH PANEL HARNESS ) 


8.0 





10.0 


A 



3.0 


A 


^ND3) 


A 



LEAD # 

AWG 

COLOR 

DESCRIPTION 

59 

16 

RED/BLACK 

DOOR SWITCH CGND ) TO FLA5HER. 

59A 

16 

RED/WHITE 

DDOR SWITCH CGND] TD RELAYS. 

6ND3 

14 

WHITE 

GND FOR DODR SWITCH AND DA5H FAN. 

74 

16 

BLACK 

STEP LIGHT FEED. Cl 2V-D 

73A 

14 

RED 

□ASH FAN POWER FEED, LOW SPEED. 

73B 

14 

ORANGE 

DASH FAN POWER FEED, HIGH SPEED. 

524 

14 

ORANGE 

SHORTING CIRCUIT FOR BRAKE FEED. 

525 

14 

BLACK/WHITE 

SHORTING CIRCUIT FOR BRAKE FEED. 

SP 1 

14 

BLUE 

SPARE WIRE TO STEPWELL . 

5P2 

14 

YELLOW 

SPARE WIRE TD UNDERDASH. 

SP3 

14 

BK/GREEN 

SPARE WIRE TD UNDERDASH. 

76 

14 

BK/YELLOW 

DDOR LIGHT FEED 


A 

© A 



55.0 


CONVOLUTED TUBING 


62.0 



A 


DOOR 


SWITCH, 
FORD MI 


□ASH FAN, STEP/DOOR LIGHTING 
NOTOUR STANDARD HARNESS 


F 

XX 

XX 

RING TERMINAL, 4 GA , . 3/8" STUD. 

X 

E 

XX 

XX 

RING TERMINAL, 4 GA., 1/4” STUD. 

X 

□ 

XX 

XX 

BUTT SPLICE, 14- IB GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, *10 5TUD, 1 4- 1 B GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14- IS GA . 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4”, 1 4- 1 G GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 



HARNESS, BODY 
CHASSIS STANDARD 
INTERFACE, FORD 


Effective Date: 3/18/02 


Page 1.16 


CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


AMP 

XX 

14-20 GA. TERMINAL. PIN. 

X 

15 

AMP 

XX 

10-12 GA. TERMINAL. PIN. 

X 


AMP 

770020- 1 

9 POSITION CONNECTOR. CAP. 

1 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

4-59 

10 

ORANGE/BLACK 

IGN. SIDE OF STARTER CIRCUIT. 

450 

10 

ORANGE 

SOLENOID SIDE OF STARTER CIRCUIT. 

56 1 

16 

LIGHT GREEN 

TRANSMISSION LOCK-OUT LOOP, 

564 

16 

GREEN/WHITE 

TRANSMISSION LOCK-OUT LOOP, 

02A 

16 

BLUE/WHITE 

CROSSING ARM SOLENOID. SIGNAL. 

SS 1 

14 

RED 

CROSSING ARM POWER FEED. 

470 

1 4 

BLACK 

TO CROSSING ARM HEATER ELEMENT 

4B0 

14 

ORANGE 

HEATED MIRROR FEED, OUADS . 

5G5 

16 

YELLOW 

PARK BRAKE SIGNAL, C-). 



II 


il 

458 

459 

468 

±J 

sj 

sj 

561 

564 

565 

zJ 

ll 

bJ 

B2A 

470 

SSI 


USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM QF 1 2D 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECUHELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED. MINIMUM AMOUNT AND 5IZE. 

FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS. THE HARNESS MUST 
BE SMOOTH AND NQN-TWISTED. 


I3G FOR HARNESS 


3. STRIP INSULATION BACK 3/0” ON 
UNTERMINATED LEADS. 

Z. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 


G 

XX 

XX 

BUTT SPLICE, 10-12 GA. YELLOW 

X 

F 

XX 

XX 

RING TERMINAL. 4 GA.. 3/8” STUD. 

X 

E 

XX 

XX 

RING TERMINAL. 4 GA.. 1/4" STUD. 

X 

D 

XX 

XX 

BUTT SPLICE, 14-IG GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, *10 STUD, 14-IG GA . 

X 

B 

XX 

XX 

MALE RECEP.. 1/4”. 14-IG GA . 

X 

A 

XX 

XX 

FEMALE FAST-GN, 1/4”, 14-16 GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

OTY 


BODY/CHASSIS INTERFACE 
OPTION HARNES5 



HARNESS, BODY OPTION, 
CHASSIS INTERFACE, GM 

End Date: 6/10/01 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

CITY 

15 

AMP 

XX 

14-20 BA. TERMINAL, PIN. 

X 

AMP 

XX 

10-12 GA. TERMINAL. PIN. 

X 

AMP 

770029- 1 

12 POSITION CONNECTOR, CAP. 

1 


456 

459 

46B 

±J 

55 1 

564 

ZJ 

565 

zJ 

02A 

£j 

470 

zJ 

55 1 

le] 

5P3 

Lil 

TTI 

Lil 


FULLY TAPE 
UP TO BREAKOUT 


@oo® 

DOOO 


©COO 

r* 


IGO.O 


O BLUE 

CONNECTOR *15 
CTO SWITCH PANEL HARNESS? 



CONVOLUTED TUBING 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

459 

10 

□RANGE/BLACK 

1GN . SIDE OF STARTER CIRCUIT. 

458 

10 

ORANGE 

SOLENOID SIDE DF STARTER CIRCUIT. 

561 

16 

LIGHT GREEN 

TRANSMISSION LOCK-OUT LOOP. 

564 

16 

GREEN/WHITE 

TRANSMISSION LOCK-OUT LOOP. 

82A 

16 

BLUE/WHITE 

CROSSING ARM SOLENOID. SIGNAL. 

SSI 

14 

RED 

CROSSING ARM POWER FEED. 

470 

14 

BLACK 

TO CROSSING ARM HEATER ELEMENT 

468 

14 

ORANGE 

HEATED MIRROR FEED. QUADS. 

565 

16 

YELLOW 

PARK BRAKE SIGNAL. C-) . 

TTI 

16 

YELLOW 

ELECTROMAGNET POWER FEED, ( 12V) IGN. 

5P3 

16 

YELLOW 

SPARE CIRCUIT (HORN ETC.? 


USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREES CONTRIGRAOE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS. THE HARNESS MUST 
BE 5M00TH AND NGN-TWISTED . 


TAG HARNESS FOR IDENTIFICATION. 

CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B” 
ON ALL LEADS. 


G 

XX 

XX 

BUTT SPLICE. 10-12 GA . YELLOW 

X 

F 

XX 

XX 

RING TERMINAL, 4 GA . , 3/0” STUD. 

X 

E 

XX 

XX 

RING TERMINAL, 4 GA . , 1/4" STUD. 

X 

D 

XX 

XX 

BUTT SPLICE. 14-16 6A BLUE. 

X 

C 

XX 

XX 

RING TERMINAL. *10 5TUD. 14-16 GA . 

X 

B 

XX 

XX 

MALE RECEP.. 1/4", 14-16 GA . 

X 

A 

XX 

XX 

FEMALE FAST -ON. 1/4”. 14-16 GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 


BODY/CHASSIS INTERFACE 
OPTION HARNESS 



HARNESS, BODY OPTION, 
CHASSIS INTERFACE, GM 


Effective Date: 6/11/01 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

QTY 


AMP 

XX 

14-20 GA. TERMINAL, RECEPTICAL. 

X 

1 1 

AMP 

XX 

10-IZ GA. TERMINAL, RECEPTICAL. 

X 


AMP 

77002 1 - 1 

9 POSITION CONNECTOR. PLUG. 

1 

INLINE 

FUSE 

BUSS 

HHC 

3-20 AMP ATC BLADE TYPE FUSE HOLDER. 

1 


AND SP2 TO 

U5E BLACK BLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNE55 ON ENDS . 


USE WIRE TIES TO HOLD HARNESS 
WHERE NEEDED. MINIMUM AMOUNT AND 5IZE 

FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS, THE HARNESS MUST 
BE SMOOTH AND N0N-TWI5TED . 


2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "0" 
ON ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

59 

1 6 

RED/BLACK 

DOOR SWITCH IGNDI TO FLASHER. 

59A 

16 

RED/WHITE 

DOOR SWITCH CGNDI TO RELAYS. 

GND3 

14 

WHITE 

GND FDR DOOR SWITCH AND DASH FAN. 

74- 

16 

BLACK 

STEP LIGHT FEED. (IZV+I 

73A 

14 

RED 

□ASH FAN POWER FEED, LOW SPEED. 

73B 

14 

ORANGE 

DASH FAN POWER FEED. HIGH SPEED. 

60 

IG 

BROWN 

COLD 1GN . . CHASSIS TO BODY FEED. 

SPI 

14 

BLUE 

SPARE WIRE TO STEP WELL . 

5PZ 

IG 

YELLOW 

SPARE WIRE TO UNDER DASH. 


0ND3 

59A 

3 

59 

aJ 

68 

sj 

SPI 

ej 

74 

zJ 

SP2 

ZJ 

73B 

Si 

73A 



O GREEN 

CONNECTOR # I I 

[TO SWITCH PANEL HARNE55I 


DOOR SWITCH, DASH FAN, STEP 
STANDARD HARNESS 


LIGHTING 


F 

XX 

XX 

RING TERMINAL, 4 GA . , 3/B" STUD. 

X 

E 

XX 

XX 

RING TERMINAL, 4 GA . , 1/4" STUD. 

X 

D 

XX 

XX 

BUTT SPLICE. 14-16 GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, *10 STUD, 1 4- 1 S GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4”, 1 4- 1 G GA . 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 14-IG GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

OTY 



HARNESS, BODY TO 
CHASSIS INTERFACE, 
STANDARD, GM 

End Date: 12/2/01 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

CITY 

1 1 

AMP 

XX 

14-20 GA. TERMINAL. RECEPTICAL. 

X 

AMP 

XX 

10-12 GA. TERMINAL. RECEPTICAL. 

X 

AMP 

7700ZZ- 1 

12 POSITION CONNECTOR, PLUG 

1 

INLINE 

FUSE 

BUSS 

HHC 

3-20 AMP ATC BLADE TYPE FUSE HOLDER. 

1 


AND SP3 TO 

USE BLACK SLIT POLYAMIDE OR NYLON HEAT 
RESISTANT CONDUIT WITH A MINIMUM OF 120 
DEGREES CONTRIGRADE CONTINUOUS OPERATING 
TEMPERATURE WHERE INDICATED. SECURELY TAPE 
CONDUIT TO HARNESS ON ENDS. 


U5E WIRE TIES TO HOLD HARNESS 

WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 

FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS, THE HARNESS MUST 
BE SMOOTH AND NON-TWI5TED. 

FDR HARNESS 


2. TAG HARNESS FOR IDENTIFICATION, 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 


±T~ 

GND3 

59A 

59 

±J 

G8 

76 

74 

zJ 

SP2 

jJ 

73B 

sj 

73A 

io| 

SP 1 

U 

SP3 

El 


INLINE ATC BLADE 
FUSE HOLDER . 


143.0 



O GREEN 

CONNECTOR # I I 

(TO SWITCH PANEL HARNESS) 



A 

^3ND3) 

V 


5.0 


A 



LEAD * 

AWG 

COLOR 

DESCRIPTION 

59 

IS 

RED/BLACK 

DOOR SWITCH (GND) TO FLASHER. 

59A 

IS 

RED/WHITE 

DOOR SWITCH (GND) TO RELAYS, 

GND3 

14 

WHITE 

GND FOR DOOR SWITCH AND DASH FAN. 

74 

IG 

BLACK 

STEP LIGHT FEED. CI2V+) 

73A 

14 

RED 

DASH FAN POWER FEED, LOW SPEED. 

73B 

1 4 

ORANGE 

DA5H FAN POWER FEED, HIGH SPEED. 

SB 

IS 

BROWN 

COLD IGN., CHASSIS TO BODY FEED. 

SPI 

14 

BLUE 

SPARE WIRE TO STEP WELL . 

5PZ 

1 G 

YELLOW 

SPARE WIRE TO UNDER DASH. 

SP3 

IB 

BK /GREEN 

SPARE WIRE TO STEPWELL . 

7G 

IS 

BK/YELLOW 

DOOR LIGHT FEED 


© 

/ CONVOLUTED TUBING 
UP TO BREAKOUT. 

.0 


40.0 


CONVOLUTED TUBING 


5.0 





□□OR SWITCH, DASH FAN, STEP 
STANDARD HARNESS 


LIGHTING 


F 

XX 

XX 

RING TERMINAL. 4 6A . . 3/B” STUD. 

X 

E 

XX 

XX 

RING TERMINAL. 4 6A . . 1/4” STUD. 

X 

D 

XX 

XX 

BUTT SPLICE, 14-IG GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, #10 STUD, 14-IG GA . 

X 

0 

XX 

XX 

MALE RECEP., 1/4”, 14-IG GA. 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4”, 14-IG GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 



52005256 C 

IhemAs 


HARNESS, B 
CHASSIS INT 
STANDARD, 

Effective Date 
End Date: 9/5/ 

DDYTO 

ERFACE, 

3M 

12/3/01 

02 
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I . CIRCUIT NUMBERS TO BE STAMPED AT 4-” INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 

2. TAG HARNESS FOR IDENTIFICATION 

3. SPIRAL TAPE OUTSIDE OF CONDUIT. TAPE 
CONDUIT TO WIRE ON ENDS. 

4. REFER TO DWG. *5200 1 I3G FOR HARNESS SPECIFICATIONS. 

5. ALL DIMENSIONS ARE IN INCHES. 

B. CONVOLUTED TUBING TO BE INSTALLED FULL LENGTH BY 
LINESMEN. 


LEAD 

AWG 

COLOR 

DESCRIPTION 





PWR 

2 

RED 

CHASSIS TO BODY POWER FEED 






GO 






A 

52005289 

RING TERMINAL, 2 GA. 3/8" STUD 

2 


PART • 

DESCRIPTION 

QTY 



52005247 B 

homas 


|. I ” ^ 

E| 


HARNESS, C 
BODY POWE 
GA. JUMPER 

Effective Date 

HASSIS 

R FEED, 2 

9/20/01 
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COLOR 


4. REFER TO DWG. #52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. SPIRAL TAPE OVER CONDUIT. 

TAPE CONDUIT TO WIRE ON ENDS. 

2. TAG HARNESS FOR IDENTIFICATION. 


LEAD # 


AWG 


DESCRIPTION 


PWR 


4 RED 


CHASSIS TO BODY POWER FEED. 


I .CIRCUIT NUMBERS TO BE 
4" INTERVALS WITH THE 
NOTES' 0N ALL LEAD5 - 


STAMPED AT 
PREFIX "B" 



I G .0 


CONVOLUTED TUBING 



BODY/CHASSIS INTERFACE POWER FEED 
STANDARD OPERATION 


F 



RING TERMINAL. 4 GA . . 3/8” STUD. 

1 

E 



RING TERMINAL. 4 GA . . 1/4” 5TUD . 

1 

□ 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14-16 GA . 


B 



MALE RECEP., 1/4”, 14-16 GA . 


A 



FEMALE FAST-ON, 1/4". 14-16 GA. 



VENDOR 

PART * 

DESCRIPTION 

OTY 



52003775 A 

• Ih tunas 


HARNESS, C 
BODY POWE 
JUMPER 

HASSIS 

R, 4 GA. 
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CIR 

GA 

COLOR 

DESCRIPTION 

1 

1 2 

BLACK 

LEFT REAR WARNING LIGHT (RED 3 

2 

1 2 

BROWN 

RIGHT FRONT WARNING LIGHT (RED) 

3 

1 2 

ORANGE 

RIGHT REAR WARNING LIGHT (RED) 

RIGHT RED WARNING LIGHT FEED 

4 

12 

YELLOW 

LEFT FRONT WARNING LIGHT (RED) 

5 

1 2 

BLUE 

LEFT REAR WARNING LIGHT (AMBER) 

LEFT AMBER WARNING LIGHT FEED 

6 

1 2 

WHITE 

RIGHT FRONT WARNING LIGHT (AMBER) 

FRONT AMBER WARNING LIGHT FEED 

7 

1 2 

RED 

RIGHT REAR WARNING LIGHT (AMBER) 

RIGHT AMBER WARNING LIGHT FEED 

B 

12 

GREEN 

LEFT FRONT WARNING LIGHT (AMBER) 

9 

1 6 

DARK GREEN 

RIGHT TURN 5IGNAL (REAR & FRONT SIDE) 

10 

16 

YELLOW 

LEFT TURN SIGNAL (REAR & FRONT SIDE) 

1 1 

16 

BROWN 

RIGHT TAIL LIGHT 

12 

1 6 

BROWN/WHITE 

LEFT TAIL LIGHT 

13 

16 

BLUE 

RIGHT BACK-UP LIGHT 

14 

1 6 

BLUE/WHITE 

LEFT BACK-UP LIGHT 

15 

1 E 

RED 

RIGHT BRAKE LIGHT 

16 

1 6 

RED/WHITE 

LEFT BRAKE LIGHT 

17 

1 6 

WHITE 

MARKER LIGHTS (REAR) 

10 

16 

WHITE/BLACK 

PANEL LIGHTS 

19 

1 2 

BLACK 

INTERIOR LIGHTS 

20 

1 E 

WHITE/BLACK 

INTERIOR LIGHTS 

21 

12 

BLACK 

INTERIOR LIGHT5 

22 

1 6 

BLUE 

POWER VENT DR EXTRA 

23 

1 6 

RED/BLACK 

POWER VENT DR EXTRA 

24 

16 

GREEN/WHITE 

POWER VENT DR EXTRA 

25 

16 

GREEN/BLACK 

POWER VENT OR EXTRA 

26 

1 6 

WHITE/BLACK 

REAR DESTINATION SIGN 

27 

1 6 

WHITE/BLACK 

FRONT DESTINATION SIGN 

20 

1 6 

YELLOW 

RADIO POWER CBATT . ) 

29 

1 6 

DARK BLUE 

REAR DOOR BUZZER (GND) 

30 

1 6 

LIGHT BLUE 

PULL CORD OR PUSH OUT SASH (GND) 

31 

1 E 

WHITE/BLACK 

SIDE DOOR BUZZER (GND) 

32 

1 6 

YELLOW 

VANDALOCK (GND) 

33 

16 

WHITE 

BUZZER FEED (REAR OR SIDE DOOR) 

34 

1 4 

RED 

FAN (OVERHEAD) OR EXTRA 

35 

14 

WHITE 

FAN (OVERHEAD) OR EXTRA 

36 

1 4 

YELLOW 

FAN (OVERHEAD) OR EXTRA 

37 

1 4 

GREEN 

FAN (OVERHEAD) OR EXTRA 

30 

16 

PURPLE/BLACK 

STROBE LIGHT OR EXTRA 

39 

1 6 

PURPLE/WHITE 

EXTRA 

40 

1 6 

WHITE 

MARKER LIGHTS (FRONT) 

41 

12 

GREEN/WHITE 

DEFROST LEFT (LOW) - ER 

42 

1 2 

GREEN/BLACK 

DEFROST LEFT (HIGH) - ER 

43 

1 2 

RED/WHITE 

DEFROST RIGHT (LOW) - ER 

44 

1 2 

RED/BLACK 

□EFRD5T RIGHT (HIGH) - ER 

45 

1 4 

BLUE 

5TEPWELL HEAT (LOW) - ER 

46 

14 

BLUE/WHITE 

5TEPWELL HEAT (HIGH) - ER 

47 

1 4 

YELLOW 

□RIVER'S HEAT CLOW) - ER 

4B 

1 4 

YELLOW/WHITE 

□RIVER'S HEAT (HIGH) - ER 

49 

16 

YELLOW 

FRONT LEFT TURN SIGNAL (ER ONLY) 

50 

1 6 

DK. GREEN 

FRONT RIGHT TURN SIGNAL (ER ONLY) 


CIR 

GA 

COLOR 

DESCRIPTION 

51 

1 6 

BROWN/ WHITE 

PARKING LIGHTS 

52 

1 6 

BLUE/WHITE 

5TEPWELL LIGHT (DOOR 5WITCH) 

5ZA 

1 S 

BLUE/WHITE 

STEPWELL LIGHT (DOOR SWITCH) 

5ZB 

1 E 

BLUE/WHITE 

5TEPWELL LIGHT (DOOR SWITCH) 

53 

1 6 

BLUE 

WARNING LIGHT DOOR SWITCH TO GROUND 

54 

1 6 

PURPLE 

EXTRA 

55 

1 E 

YELLOW 

WARNING LIGHT PILOT LIGHT CAMBER) - 5 

S6 

1 6 

RED 

WARNING LIGHT & STOP LIGHT PILOT LIGHT 
(RED) - 3 

57 

1 6 

RED 

WARNING LIGHT & STOP LIGHT PILOT LIGHT 
(RED) - 1 

50 

1 6 

YELLOW 

WARNING LIGHT PILOT LIGHT CAMBER) - 7 

59 

1 4 

RED/BLACK 

DDOR 5W 5IGNAL (GROUND) TO WARN LT FLASHER 

SO 

1 4 

RED/WHITE 

LEFT WINDSHIELD WIPER (HIGH) 

61 

1 4 

RED 

RIGHT WINDSHIELD WIPER (HIGH) 

62 

1 4 

GREEN/WHITE 

LEFT WINDSHIELD WIPER (LOW) 

63 

1 4 

GREEN 

RIGHT WINDSHIELD WIPER CLOW) 

64 

1 4 

BLACK/WHITE 

LEFT WINDSHIELD WIPER (PARK) 

65 

1 4 

BLACK 

RIGHT WINDSHIELD WIPER (PARK) 

6G 

1 4 

BROWN 

EXTRA 

67 

1 4 

PURPLE/BLACK 

WINDSHIELD WASHER 

6B 

1 4 

BLACK /WHITE 

COLD IGNITION (ACC) 

69 

1 4 

YELLOW/BLACK 

FAN (NEW JER5EY DOOR SWITCH) 

70 

1 4 

WHITE/BLACK 

PANEL LIGHTS 

71 

1 4 

BLACK 

BOOSTER PUMP 

72 

1 E 

BLACK /WHITE 

WIND5HIELD WIPER SWITCH LIGHT 

73 

1 4 

BROWN/WHITE 

FAN 

74 

1 6 

BLACK 

STEPLIGHT 

75 

B 

GREEN 

GROUND 

76 

6 

RED 

CHASSIS TO BODY FEED 

77 

1 0 

RED 

FEED (WARNING LIGHTS) 

70 

1 4 

BLACK 

MASTER SWITCH TERMINAL ON WELDON 

FLASHER TO MASTER SWITCH 

79 

1 4 

BLACK 

MASTER SWITCH TO START SWITCH 

60 

1 4 

GREEN 

START SWITCH TO START SWITCH (+I2V) 

TERMINAL ON FLASHER 

B 1 

1 4 

BLUE 

CDLD IGNITION 

B2 

1 4 

BROWN 

STOP ARM SWITCH TO STOP ARM SOLENOID 

TERMINAL ON FLASHER 

B3 

14 

BROWN/ WHITE 

STOP ARM SWITCH TO FUSE PANEL 

B4 

12 

WHITE 

MASTER SWITCH TO FUSE PANEL 

B5 

14 

BLACK 

REAR UNOERSEAT HEATER (HIGH) 

BG 

14 

RED 

REAR UNDERSEAT HEATER (LOW) 

B7 

14 

GREEN 

REAR UNDERSEAT HEATER (HIGH) 

BG 

14 

WHITE 

REAR UNDERSEAT HEATER CLOW) 

B9 

14 

BLACK 

FRONT UNDERSEAT HEATER (HIGH) 

90 

1 4 

RED 

FRONT UNDERSEAT HEATER CLOW) 

91 

14 

GREEN 

FRONT UNDERSEAT HEATER (HIGH) 

92 

14 

WHITE 

FRONT UNDERSEAT HEATER (LOW) 

93 

IG 

YELLOW 

CDWL MOUNTED LEFT TURN 5IGNAL LIGHT 

94 

16 

BROWN 

STEPLIGHT FEED (OPTION 329) 

95 

IG 

RED 

BRAKE PILOT LIGHT 

96 

IG 

BLACK 

JUMPER FOR 35 B - (3, 4, 5, A 6) WITH FLASHER 

97 

IG 

BLACK 

JUMPER TO START SWITCH 

99 

16 

RED 

ELECTRIC STOP SIGN SWITCH 

99 

16 

BROWN 

WINDSHIELD WIPER FEED 

100 

16 

YELLOW 

HEATER FEED 


CIR 

GA 

COLOR 

DESCRIPTION 

101 

1 G 

GREEN 

DOOR SWITCH TD GROUND 

1 02 

16 

RED 

WINDSHIELD WASHER FEED 

1 D3 

1 4 

GREEN 

DIMMER 5WITCH TO CLEARANCE LIGHT SWITCH 

1 D4 

1 4 

WHITE 

DIMMER 5WITCH (COMMON) TO CLEARANCE LIGHTS 

1 05 

1 4 

RED 

DIMMER SWITCH TO ELECTRONIC FLASHER 

1 06 

14 

RED 

ROOF MOUNTED AIR CONDITIONER 

1 D7 

1 4 

WHITE 

ROOF MOUNTED AIR CONDITIONER 

1 00 

14 

GREEN 

ROOF MOUNTED AIR CONDITIONER 

1 OS 

IG 

VIOLET/BLACK 

RIGHT REAR SPEAKER (-) 

1 1 D 

19 

VIOLET 

RIGHT REAR SPEAKER (+) 

1 1 1 

10 

GREEN 

LEFT REAR SPEAKER (+) 

1 12 

IB 

GREEN/BLACK 

LEFT REAR SPEAKER (-) 

1 1 3 

16 

□ARK BLUE 

ESCAPE HATCH BUZZER 

1 1 4 

14 

RED 

RIGHT FRONT HEATER (LOW) - CONV . 

1 1 5 

1 4 

RED/BLACK 

RIGHT FRONT HEATER (HIGH) - CDNV . 

1 1 G 

14 

YELLOW 

RIGHT FRONT HEATER (LDW) - CONV. 

1 17 

14 

YELLDW/BLACK 

RIGHT FRONT HEATER (HIGH) - CDNV. 

1 1 B 

14 

GREEN 

RIGHT FRONT DEFROSTER (LOW) - CONV. 

i i s 

14 

GREEN/BLACK 

RIGHT FRONT DEFROSTER (HIGH) - CONV. 

1 20 

14 

RED 

STEPWELL DEFROSTER (LOW) - CONV. 

121 

14 

RED/BLACK 

STEPWELL DEFROSTER (HIGH) - CDNV. 

1 22 

14 

GREEN 

STEPWELL HEATER (LOW) - CONV. 

1 23 

14 

GREEN/BLACK 

STEPWELL HEATER (HIGH) - CONV. 

1 24 

12 

BLACK 

FUSE PANEL FEED 

1 25 

16 

GREEN 

RIGHT FRONT HEATER (LOW) - MMFC 

1 26 

16 

GREEN/BLACK 

RIGHT FRONT HEATER (HIGH) - MMFC 

1 27 

16 

RED 

RIGHT FRONT HEATER (LOW) - MMFC 

1 ZB 

16 

RED/BLACK 

RIGHT FRONT HEATER (HIGH) - MMFC 

1 ZB 

16 

YELLOW 

RIGHT FRONT DEFR05TER CLOW) - MMFC 

1 30 

IG 

YELLDW/BLACK 

RIGHT FRONT DEFR05TER (HIGH) - MMFC 

131 

16 

BLUE 

RIGHT FRONT DEFROSTER (LOW) - MMFC 

132 

16 

BLUE/BLACK 

RIGHT FRDNT DEFROSTER (HIGH) - MMFC 

1 33 

16 

PURPLE/WHITE 

ROLL SIGN 

1 34 

16 

PURPLE 

ROLL SIGN 

1 35 

16 

PURPLE 

ROLL SIGN LIGHT 

1 36 

16 

GREEN/BLACK 

BODE DOOR CFRONT) 

1 37 

16 

GREEN/WHITE 

BODE DOOR CFRONT) 

1 3B 

14 

BROWN 

EVAPORATOR COOLER 

1 39 

14 

BROWN/WHITE 

EVAPORATOR COOLER 

1 40 

14 

GREEN 

CHIME 

141 

14 

GREEN/WHITE 

REAR WINDOW WINDSHIELD WIPER 

1 42 

14 

WHITE/BLACK 

BODE DOOR (SIDE) 

1 43 

14 

RED 

BODE DOOR (SIDE) 

1 44 

14 

ORANGE 

BODE DODR (SIDE) 

1 45 

14 

GREEN 

BODE DODR (SIDE) 

1 46 

16 

GREEN 

SIGN OR CLEARANCE LIGHT 

1 47 

16 

WHITE 

SIGN OR CLEARANCE LIGHT 

1 4B 

16 

BLUE 

FAN - CONV. 

1 49 

14 

BLACK 

RELAY TO FUSE PANEL TO FLASHER MOTOR 

150 

16 

RED 

FREQ. CONVERTER TO COLD IGNITION 

TO TACHOGRAPH 



52001068 J 

ihomas 

|. iliwiwy t wpw' 


CHART - CIR< 
ELECTRICAL 

:uit, 

(BODY) 
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CIR 

GA 

COLOR 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 



151 

16 

WHITE 

FREQ. CONVERTER TO SPEEDOMETER 


201 

16 

RED 

PILOT LIGHT (RED) TO #1 


251 

16 

WHITE 

COLD SIDE CLUTCH RELAY TQ 



152 

IG 

BLUE 

FREO. CONVERTER TO SPEEDOMETER 





TERMINAL ON FLASHER 





COMPRESSOR CLUTCH 




153 

IE 

BLACK 

TACHOGRAPH TO HOT FEED [BATTERY! 


202 

16 

WHITE 

STOP ARM SWITCH TO RELAY (86) 


252 

14 

YELLOW 

GROUND JUMPER FOR ENGINE 

SPEED SOLENOID 



154 

IE 

GRAY 

TACHOGRAPH TO HEADLIGHT SWITCH 


2D3 

16 

WHITE 

RELAY (B6) TO RELAY (B7) 


253 

16 

BLUE 

COLD SIDE DF THERMOSTAT TO FEED SIDE 



155 

14 

BLACK 

RELAY TO 358 HARNE55 


204 

1 4 

RED 

STOP ARM SWITCH TO RELAY (30) 





FAN HIGH-LOW SWITCH 




1 56 

IG 

YELLOW 

HI -BEAM HEADLIGHT 


205 

1 4 

RED 

RELAY (30) TO *3 TERMINAL ON FLASHER 


254 

10 

BLACK 

SWAMP COOLER 




157 

16 

YELLOW/BLACK 

LO-BEAM HEADLIGHT 


206 

14 

BLACK 

RELAY GROUND 


255 

1 4 

WHITE 

WELDON STROBE LIGHT SYSTEM FEED 



158 

IE 

WHITE 

HEADLIGHT GROUND 


207 

14 

BLACK 

PILOT LIGHT RELAY TO MASTER SWITCH 


256 

14 

BLACK 

WELDON STROBE LIGHT SYSTEM GROUND 



159 

IE 

WHITE/BLACK 

TURN SIGNAL LIGHT GROUND 





ON FLASHER - MARYLAND 


257 

16 

RED 

STROBE LIGHT DOOR SWITCH 

FEED 



160 

14 

BLACK 

WARNING LIGHT MONITOR FEED (RED! - 1 


208 

16 

RED 

PILOT LIGHT (RED) TO GROUND 


258 

16 

BLACK 

STROBE LIGHT DOOR SWITCH 

COMMON 



IS! 

14 




209 

16 

RED 

JUMPER FOR PILOT LIGHT 


259 

IG 

WHITE 

STROBE LIGHT DOOR SWITCH 

NEGATIVE 



162 

14 

ORANGE 

WARNING LIGHT MONITOR FEED (REDJ - 3 


210 

16 

GREEN 

GROUND JUMPER 


260 

1 6 

WHITE 

5TR0BE LIGHT FOOT SWITCH 




163 

14 




21 1 

10 

RED 

FUSE PANEL TO *6 TERMINAL ON FLASHER 


261 

16 

BLACK 

STROBE LIGHT FOOT SWITCH 




164 

14 

BLUE 

WARNING LIGHT MONITOR FEED (AMBER) - 5 


212 

10 

BLUE 

FUSE PANEL TO * 1 2 TERMINAL ON FLASHER 


262 

1 4 

RED 

CONTROL TO POWER SUPPLY 

FEED) 



165 

14 




213 

10 

ORANGE 

FUSE PANEL TO *1 TERMINAL ON FLASHER 


263 

1 4 

BLACK 

CONTROL TO POWER SUPPLY 

COMMON) 



IGG 

14 

RED 

WARNING LIGHT MONITOR FEED (AMBER) - 7 


214 

10 

BLACK 

FUSE PANEL TO *7 TERMINAL ON FLASHER 


264 

1 6 

WHITE 

CONTROL TO POWER SUPPLY 

NEGATIVE] 



167 

14 




215 

1 4 

BLACK 

LEFT REAR WARNING LIGHT (RED) TO MONITOR 


265 

16 

ORANGE 

CONTROL TO POWER SUPPLY 

RED LIGHTS) 



168 

14 

BROWN 

TAIL LIGHT FEED 


2 1 6 

14 

BROWN 

RIGHT FRONT WARNING LIGHT (RED) TO MONITOR 


266 

1 6 

GREEN 

CONTROL TO POWER 5UPPLY 

AMBER LIGHTS) 



169 

IE 

BROWN/BLACK 

TAIL LIGHT CCHA55I5 TO TAIL LIGHT RELAY) 


217 

14 

ORANGE 

RIGHT REAR WARNING LIGHT (RED) TO MONITOR 


267 

1 4 

GREEN 

RELAY (1) TO REMOTE REGULATOR ( + ) 



170 

14 

BLUE 

BACK-UP LIGHT FEED 


2 1 8 

14 

YELLOW 

LEFT FRONT WARNING LIGHT (RED) TO MONITOR 


26B 

1 4 

RED 

RELAY (2) TO ALTERNATOR 

4) 



171 

14 




2 1 9 

14 

BLUE 

LEFT REAR WARNING LIGHT CAMBER) 


269 

1 4 

BROWN 

RELAY (3) TO IGNITION SWITCH 



172 

14 

RED 






TO MONITOR 


270 

14 

BLUE 

REMOTE REGULATOR (F) TO ALTERNATOR (F) 



173 

14 




220 

14 

WHITE 

RIGHT FRONT WARNING LIGHT (AMBER) 


27 1 

14 

BLACK 

REMOTE REGULATOR (-) TO ALTERNATOR (-) 



174 

14 

YELLOW 

LEFT TURN SIGNAL FEED 





TO MONITOR 


272 

1 4 

GREEN 

REMOTE REGULATOR (+) TO ALTERNATOR (F) 



175 

14 

□ARK GREEN 

RIGHT TURN SIGNAL FEED 


221 

14 

RED 

RIGHT REAR WARNING LIGHT (AMBER) 


273 

1 4 

WHITE 

TIME DELAY RELAY (2) TO GREEN READY 



176 

16 

BLACK 

DORAN FEED 





TO MONITOR 





PILOT LIGHT 




177 

IE 

WHITE 

DORAN GROUND 


222 

14 

GREEN 

LEFT FRONT WARNING LIGHT (AMBER) 


274 

14 

BROWN 

TIME DELAY RELAY (0) TO WAVE SWITCHES 



178 

14 

BLACK 

REMOTE CONTROL VENT SPEED 





TO MONITOR 


275 

14 

GREEN 

WAVE SWITCHES TO TIME DELAY RELAY (7) 






CONTROL SW. (GND) 


223 

14 

RED 

FEED TO OVERRIDE SWITCH 


276 

1 4 

YELLOW 

RELAY CB5) TO EMERGENCY RELEASE 



179 

1 4 

WHITE 

REMOTE CONTROL VENT DIRECTION SWITCH 


224 

1 4 

WHITE 

OVERRIDE SWITCH TO *3 TERMINAL ON FLA5HER 





PRESSURE SWITCH 




ISO 

19 

GREEN 

REMOTE CONTROL VENT INDICATOR LIGHT 


225 

1 6 

RED 

START SWITCH PILOT LIGHT TO *12 TERMINAL 


277 

1 6 

RED 

ENGINE CDMP LT . SW . TO ENGINE COMP LIGHTS 



181 

IB 

WHITE 

REMOTE CONTROL VENT GROUND 





ON FLASHER 


270 

16 

RED 

CON 6. PIN 1. FRONT DOOR 

*1 PILOT 



1 82 

IB 

RED 

REMOTE CONTROL VENT MOTOR CONTROL SW , 


226 

16 

WHITE 

PILOT LIGHT (RED) TO #7 TERMINAL 


279 

16 

BLUE 

CON 6. PIN 2. REAR DOOR *2 PILOT 



1 83 

IB 

ORANGE 

REMOTE CONTROL VENT MOTOR CONTROL BW . 





ON FLASHER 


2 BO 

1 6 

BLACK 

CON 6. PIN 3. SPARE 




104 

IB 

BROWN 

REMOTE CONTROL VENT MOTOR CONTROL SW . 


227 

14 

BLUE 

LIFTS, MEMORY RADIO, BUZZER, SIDE 


2B 1 

16 

RED/WHITE 

CON G, PIN 4, FRONT A REAR DOOR PILOTS 



165 

IB 

BLACK 

REMOTE CONTROL VENT MOTOR CONTROL SW . 





LIGHTS & A/C 


2BZ 

1 6 

GREEN 

CON 6, PIN 5, PASSENGER STOP LAMP 



166 

14 

RED 

T2 A . C . UNIT DRIVER’S SWITCH (8) 


228 

14 

BLACK 

A . C . & FANS (BONDED) 


2B3 

16 

RED/ BLACK 

CON 6, PIN 6, A/C FROM A/C POWER SWITCH 



1 07 

14 

YELLOW 

T2 A . C . UNIT HIGH - LOW SWITCH (BA) 


229 

14 

WHITE 

A.C. & FANS (BONDED) 


294 

16 

BROWN 

CON G. PIN 7, DEST. SIGN 

(FRONT) SWITCH 



100 

14 

ORANGE 

T2 A . C . UNIT AUTO SWITCH (14) 


230 

18 

ORANGE 

EXTERNAL HORN ( + ) 


265 

16 

YELLOW 

CON 6. PIN B. DEST. SIGN 

(SIDE) SWITCH 



109 

14 

GREEN/BLACK 

T2 A . C . UNIT AUTO SWITCH (I4A) 


231 

10 

WHITE/BLACK 

EXTERNAL HORN C-) 


2B6 

IG 

PURPLE 

CON G, PIN 9, FOG LAMP SWITCH 



190 

14 

GREEN/WHITE 

T2 A . C . UNIT AUTO SWITCH (IOA) 


232 

10 

YELLOW 

ELECTRICAL STEP 


207 

16 

□RANGE 

CON 6, PIN 10, EMERGENCY 

SIDE EXIT SWITCH 



191 

14 

GREEN 

T2 A . C . UNIT AUTO SWITCH (10) 


233 

14 

BLACK 

A.C. & CHIME 


200 

16 

WHITE 

CON 6. PIN II. GROUND (MAIN IN) 



192 

14 

BLUE 

T2 A . C . UNIT DRIVER’S ON LIGHT (36D) 


234 

0 

RED 

A.C. TO EVAPORATOR GROUND 


269 

16 

YELLOW/BLACK 

CON 6. PIN 12. GROUND (MAIN IN) 



193 

14 

BLUE/BLACK 

T2 A . C . UNIT DRIVER’S ON LIGHT (CH) 


235 

14 

BLACK 

EVAPORATOR RELAY TO PRESSURE SWITCH 


290 

1 6 

BROWN/WHITE 

CON 6, PIN 13, SPARE 




194 

14 

BLUE/WHITE 

T2 A . C . UNIT ON-OFF SWITCH (8AAJ 


236 

16 

RED 

A.C. SWITCH TO MAIN RELAY 


29 1 

16 

BLACK/WHITE 

CON 6, PIN 14, SPARE 




195 

14 

BLACK 

SWITCH TO #9 TERMINAL ON FLASHER 


237 

1 6 

BLUE 

COLD SIDE OF FAN HI - LD SWITCH TO 


292 

1 6 

□RANGE/BLACK 

CON 6, PIN 15, PA55ENGER 

STOP LAMP 



196 

14 

BLACK 

SWITCH TO RELAY 





FAN RELAY LB EVAPORATOR 


293 

16 

GREEN/WHITE 

CON 6. PIN 16. SPARE 




197 

14 

GREEN 

FEED TO SWITCH 


23B 

14 

GREEN 

COLO SIDE THERMOSTAT TO R.H. 


294 

1 4 

RED 

CON 7, PIN 1. 4 12V POWER 

(DRIVERS DOME) 



1 98 

14 

YELLOW 

PILOT LIGHT CAMBER) TO GROUND 





EVAPORATOR FREEZE SWITCH 


295 

16 

GREEN 

CON 7, PIN 2, 4 12V LIGHT 

DIMMER IN CTB7) 



199 

14 

GREEN 

AMBER LIGHT SWITCH TO * 1 1 


239 

1 4 

BLUE 

14 AMP FEEDER BREAKER (FIREWALL) TO 


296 

1 4 

RED/WHITE 

CON 7, PIN 4, 4 12V POWER 

(INTERIOR LIGHT) 






TERMINAL ON FLASHER 





HOT SIDE THERMOSTAT 


297 

IG 

BROWN 

CON 7. PIN 5. GROUND LIGHT DIMMER IN ITB2) 



200 

IE 

YELLOW 

PILOT LIGHT (AMBER) TO *6 


240 

16 

YELLOW 

MAIN SWITCH TO ENGINE SPEED 


290 

14 

RED/ BLACK 

CON 7. PIN 7. 4 12V POWER 

(INTERIOR LIGHT) 






TERMINAL ON FLASHER 





SOLENOID (CARB) 


299 

14 

ORANGE 

CON 7. PIN B. SPARE 









241 

14 

BLACK 

HI-LO PRESSURE SWITCH (CONDENSOR) 


300 

14 

WHITE/BLACK 

CON B, PIN 1, MARKER LIGHT SWITCH 











TO C0MPRE55DR RELAY (F I REWALL J 














242 

8 

BLUE 

MAIN RELAY (FIREWALL) TO HI-LO RELAY 

















"BATT° LS EVAPORATOR 














243 

0 

BLUE 

HI-LO RELAY "BATT" TO CONDENSOR FANS 












244 

8 















RS EVAPORATOR 










245 

0 

BLACK 

HI-LO RELAY "COLD” TO HI SPEED FANS 













RS EVAPORATOR 










246 

14 

GREEN 

FREEZE L.S. EVAPORATOR TO FREEZE SWITCH 













SWITCH R5 EVAPORATOR 










247 

1 4 

WHITE 

FREEZE SWITCH L.S. EVAPORATOR TO HI-LO 













PRESSURE SW. (CONDENSOR) 










240 

16 

RED 

14 AMP BREAKER, SW . CABINET (COLD SIDE 





_ 









IGN. RELAY) TO A.C. SW . (DASH) 






52001068 J 








OF 14 AMP BREAKER 





I >*HI | 






250 

16 

WHITE 

AUX. SIDE OF 14 AMP BREAKER TO "BATT" 














SIDE CLUTCH RELAY 





CHART - CIRCUIT, 













ELECTRICAL (BODY) 
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CIR 

GA 

COLOR 

DESCRIPTION 


CIR 

BA 

COLOR 

DESCRIPTION 


CIR 

SA 

COLOR 

DESCRIPTION 



301 

14 

BLACK 

CON *B, PIN 1, MARKER LIGHT SWITCH 


351 

14 

GREEN 

CON #8, PIN 5, SPARE 


4 10 

IG 

WHITE/BLACK 

PILOT LT. RELAY TO DOOR SWITCH RELAY (30) 



302 

14 

BLACK /WHITE 

CON #8, PIN 4, LIGHT DIMMER GROUND (TB5) 


352 

14 

YELLOW 

CDN #8, PIN 22, WINDSHIELD DEFROST 


4 1 1 

IG 

ORANGE 

PILOT LT. RELAY (COIL) TO DOOR SWITCH 



303 

14 

RED 

CON #B, PIN 6, LIGHT DIMMER * 1 2V (TB7) 





FAN 5WITCN # 1 (LOW) 





RELAY (B5) 




304 

14 

RED/ WHITE 

CON #B, PIN 7, DOOR POWER (FEED +12 V.) 


353 

14 

YELLOW/BLACK 

CON *0. PIN 24. WINDSHIELD DEFROST 


4 12 

IG 

RED 

MASTER SW. RELAY (BG) TQ START SW . (3) 



305 

14 

BLUE 

CON #0, PIN a, DOOR POWER (FROM SWITCH) 





FAN SWITCH #1 (HIGH) 


4 13 

IG 

RED 

5TART SW. (3) TO STOP SIGN FLASHER 



306 

14 

BROWN 

CON *0. PIN 9. SPARE 


354 

14 

QRANGE/BLACK 

CON #0, PIN 25, WINDSHIELD DEFROST 


4 14 

IG 

RED 

STOP SIGN FLASHER TO STOP SIGN SOLENOID 



307 

14 

BROWN/WHITE 

CON «B, PIN 10, FRONT DESTINATION SIGN 





FAN SWITCH #2 (LOW) 


4 15 

IG 

WHITE 

MASTER SW. TO START SW . RELAY (BS) 






(FEED + 12V) 


355 

14 

RED/BLACK 

CON #8, PIN 2G, WINDSHIELD DEFRDST 





RELAY CBS) 




300 

14 

BLUE/WHITE 

CON #8. PIN II, FRONT DESTINATION SIGN 





FAN SWITCH #2 (HIGH) 


4 IG 

IG 

GREEN 

MASTER SW. RELAY (BS) TO START SW . (1) 






(FROM SWITCH) 


35G 

14 

BLACK 

CON #13, PIN 7. A/C CONTROL SWITCH 


417 

IG 

GREEN 

START SW. (1) TO START SW . RELAY (07a) 



309 

14 

PURPLE 

CON *0. PIN 12, SPARE 





A/C/ & FAN) 


4IB 

IG 

YELLOW 

MA5TER 5W . RELAY (B5) TO GND 



310 

14 

GREEN 

CON *0, PIN 13. SPARE 


357 

IG 

PINK 

SWITCH CABINET JUMPERS 


4 19 

IG 

YELLOW 

START SW. RELAY (B5) TO GND 




31 1 

14 

GREEN/WHITE 

CON «0. PIN 14. T2 FAN 5WITCH (LOWJ 


358 

IG 

ORANGE 

SWITCH CABINET JUMPERS 


420 

IG 

GREEN 

START SW. RELAY (30) TO START SW . 



312 

14 

ORANGE 

CON *0. PIN 15. T2 FAN SWITCH (POWER IN) 


359 

1 

BLACK 

BATTERY (+) TO EXTERNAL JUMP START BUTTON 





TERM. ON FLASHER 




313 

14 

YELLOW 

CON *8, PIN IG, BOOSTER HEAT PUMP 


3 BO 

1 

BLACK 

BATTERY (-) TO EXTERNAI IUMP START BUTTON 


421 

16 

BLUE 

START SW. (5) TO GROUND 







SWITCH (+I2V) 


36 1 

14 

BLACK 

5 POSITION DOOR SWITCH DECK ND . 2 TQ LS2 


422 

IG 

RED 

START SW. (S) TO DOOR GW. TERM. ON FLASHER 



314 

14 

YELLOW/WHITE 

CON #8, PIN 17. DEFROST MIRROR *1 


352 

14 

GREEN 

L52 TO R4 RELAY (05) 


423 

IG 

BLACK 

START 5W . CZ) TO MASTER SW . 







(FEED +IZV) 


353 

14 

BLACK/WHITE 

BDD5TER PUMP FEED 


424 

IG 

BLACK 

MA5TER SW. TO MASTER 5W . RELAY (B7) 



3 1 S 

14 

GREEN/BLACK 

CON *B, PIN IB, DEFROST MIRROR #1 


354 

14 

ORANGE 

DRIVERS UN0ER5EAT HEATER FEED 


425 

IG 

BLACK 

MASTER SW. RELAY (30) TO MA5TER SW . 






(FROM SWITCH) 


355 

14 

BROWN 

LEFT SIDE DEFROSTER FEED 





TERM ON FLASHER 




316 

14 

BROWN/BLACK 

CON «B, PIN 19. T2 FAN SWITCH (HIGH) 


3BG 

14 

BROWN/WHITE 

RIGHT SIDE DEFROSTER FEED 


4ZS 

14 

BLACK 

DOOR CONTROLLER (OPEN) 




317 

14 

ORANGE/WHITE 

CON *8. PIN 20. OVERHEAD FAN *1 


367 

14 

YELLOW 

SIGN SWITCH FEED 


427 

14 

WHITE 

DOOR CONTROLLER (CLOSE) 







(FEED +I2V) 


3 SB 

14 

YELLOW/BLACK 

INTERIOR LIGHT FEED 


4 ZB 

1 4 

BLUE 

ELECTRIC DOOR SWITCH FEED 




310 

14 

YELLOW/BLACK 

CON *8, PIN 21, BOOSTER HEAT PUMP 


3G9 

14 

BLACK 

R5 RELAY (97) & RG RELAY (07) TO 


429 

1 4 

□ARK BLUE 

ELECTRIC DOOR SWITCH GROUND 







POWER OUT 





BRAKE OVERRIDE 5W 


430 

1 G 

RED 

DOOR AIR PRE5S SWITCH TO DOOR RELAY (30) 



319 

14 

BLUE/BLACK 

CON *8. PIN 23. OVERHEAD FAN *2 SWITCH 


370 

14 

WHITE 

R 1 RELAY (85) TO M0R5E 5HIFTER (CIRC #07) 


43 1 

IG 

WHITE 

DOOR RELAY (30) TO DOOR RELAY (B5) TO 






(FEED +IZV) 


37 1 

14 

BLUE/WHITE 

RZ RELAY (87) TO FRONT DOOR SOLENOID VALVE 





OVERRIDE RELAY (BE) TO GROUND 



320 

14 

YELLOW/BLACK 

CON *9. PIN 1. STEPWELL HEATER ( + 1 2V ) 


372 

14 

BROWN/WHITE 

5 POS DOOR SW DECK NO. 1 (B) 


432 

IG 

BLUE 

DOOR AIR PRESS. SWITCH TO ODOR RELAY (87) 



32 1 

14 

WHITE 

CON *9, PIN 5, DRIVER'S HEATER (+I2V) 





TO R2 & RS RELAYS 


433 

IG 

BLUE 

ACTIVATION SWITCH ("OVERRIDE" SWITCH) TO 



322 

14 

BROWN 

CON #13, PIN IG, SPARE 


373 

14 

GREEN 

GROUND FOR DOOR RELAYS (BE) 





LATCH RELAY (GROUND SIGNAL) 




323 

14 

YELLOW 

CON #10, PIN 1, UNDERSEAT HEATER (+I2V) 


374 

IG 

YELLOW 

START SW PT LIGHT TO STOP ARM RELAY (30) 


433A 

IG 

BLUE 

LATCH RELAY GROUND SIGNAL TO WARNING LIGHT 



324 

14 

ORANGE 

CON #IO, PIN Z, UN0ER5EAT HEATER (+IZV) 


375 

16 

BROWN 

5TDP ARM SWITCH TO STOP ARM RELAY (06) 





FLASHER DOOR TERM 




325 

14 

YELLOW/BLACK 

CON * 13. PIN 1 1. 5PARE 


3 76 

4 

RED 

CNTRL PANEL JUNCT . BLK . # 1 TO ALT #2 


434 

14 

BLACK 

ELECTRIC VANDALOCK (FUSE TO 

KEYS WITCH) 



32G 

14 

BROWN/BLACK 

CON #11. PIN 1. LIGHT DIMMER (POWER IN) 


377 

4 

RED 

CNTRL PANEL JUNCTION BLOCK #5 TO ALT *1 


435 

14 

WHITE 

ELECTRIC VANDALOCK (KEYS WITCH TO MOTOR] 



327 

14 

ORANGE/BLACK 

CON #11. PIN 2. REAR UNDERSEAT HEATER 


378 

4 

BLACK 

CNTRL PANEL GROUND STUD TO ALT GND STUD 


43G 


GREEN 

ELECTRIC VANDALOCK (FUSE TO 

MOTOR) 



320 

14 

RED 

CON #11, PIN 4, LIGHT DIMMER GROUND 


379 

a 

WHITE 

CNTRL PANEL TERM ST #7 TO CB DN REAR PANEL 


437 


RED 

DOOR SWITCH ON FLASHER TO FAIL-SAFE SW. 



329 

14 

GREEN 

CON #12, PIN 1, RIGHT SIDE DEFROSTER 


360 

14 

RED 

CNTRL PANEL TERM ST #3 TO ALT # 1 


438 


GREEN 

FAIL-5AFE SWITCH TD GROUND 




330 

14 

WHITE 

CON #12, PIN 2, LEFT SIDE DEFROSTER 


301 

14 

WHITE 

CNTRL PANEL TERM ST #G TO AIR SOLENOID 


439 

IG 

YELLOW 

OVERRIDE SWITCH TD OVERRIDE 

RELAY 



331 

14 

RED /WHITE 

CON #13. PIN 3. A/C CONTROL SWITCH 


302 

14 

BLACK 

CNTRL PANEL TERM 5T *4 TO ALT #2 





(87 AND 05) TO DOOR RELAY (BGJ 






FAN ONLY 


303 

4 

RED 

EVAP PANEL JB #7 TO CONDENSOR PANEL GND 


440 

16 

GREEN 

OVERRIDE SWITCH TO OVERRIDE 

RELAY (30J 



332 

1 4 

RED/BLACK 

CONN. #13. PIN 2. SPARE 


3B4 

g 

WHITE 

EVAP PANEL JB *G TO CONTROL PANEL JB #5 


44 1 

IG 

GREEN 

NC AIR SWITCH TO LATCH RELAY (BG) {MANUAL 



333 

14 

BLUE 

CONN. #13. PIN 4. LIGHT DIMMER POWER 


305 

8 

GREEN 

EVAP PANEL JB »4 TO CONTROL PANEL JB *4 





ACTIVATION ("OVERRIDE") SWITCH) 






HEAT SWITCH CTB4) 


30G 

16 

BLUE 

STOP ARM SOLENOID 


442 

IG 

BLACK 

OVERRIDE AIR PRESSURE SWITCH TD + 1 2V (HOT) 



334 

14 

BLUE/WHITE 

CONN. #13, PIN 5, LIGHT DIMMER GROUND 


3B7 

14 

BROWN 

LEFT WIPER FEED - VI5TA 





(MANUAL ACTIVATION SYS. POWER FEED) 






HEAT SWITCH CTB 2) 


3B8 

14 

TAN 

RIGHT WIPER FEED - VISTA 


443 

IG 

BLUE 

STOP SIGN (WALK GATE) TO CONTROLLER 



335 

14 

BLUE/BLACK 

CON #13. PIN 6. LAMP DIMMER (+12 V. IN) 


3B9 

14 

BRDWN/WHITE 

LEFT WIPER 5WITCH TO LEFT WIPER 





OR ACTIVATING SWITCH 




336 

14 

GREEN 

CON #13. PIN 6. A/C CONTROL SWITCH 


390 

14 

TAN/WHITE 

RIGHT WIPER 5WITCH TO RIGHT WIPER 


444 

1 G 

WHITE 

STOP SIGN (WALK GATE) TO GROUND 






PILOT LIGHT DUT 


39 1 

16 

WHITE/BLACK 

BACK LIGHTED LABEL LIGHTS 


445 

IG 

WHITE/BLACK 

3 POSITION SWITCH ( 1 ) TO MASTER SWITCH 



337 

14 

GREEN/WHITE 

CON #13, PIN 9, A/C CONTROL SWITCH 


392 

12 

BLACK/WHITE 

INTERIOR LIGHTS 





TERMINAL OF FLASHER 







PILOT LIGHT (+ 12 V. IN) 


393 

8 

RED 

CHASSIS RELAY TO BODY RELAY ( RHD) 


44G 

16 

WHITE/BLACK 

MASTER SWITCH TERMINAL OF FLASHER 



336 

14 

GREEN/BLACK 

CON #13, PIN 10, LAMP DIMMER GND (TB5 ) 


304 

IG 

BLUE 

DOOR SWITCH RELAY (B7) TO GROUND 





TO START SWITCH TERMINAL OF 

FLASHER 



339 

14 

BROWN 

CON #13, PIN 12, T2 A/C POWER SWITCH 


395 

16 

DK GREEN 

COWL MOUNTED RIGHT TURN 5IGNAL LIGHT 


447 

1 G 

GREEN 

5TART 5WITCH TERMINAL OF FLA5HER TO 






PILOT LIGHT OUT 


39G 

12 

RED 

WTHR PACK CON IP05 B) TO P05 TERM ON BATT 





DOOR SWITCH RELAY (87J 




340 

14 

BROWN/WHITE 

CON #13, PIN 13, TZ A/C POWER SWITCH 


397 

12 

BROWN 

WTHR PACK CON (POS A) TO NEG TERM ON BATT 


440 

IG 

WHITE 

RELAY (07) TO CHIME (STOP ARM OVERRIDE) FF 






(TO CONTROL5 OUT) 


398 

12 

RED 

WTHR PACK CON (POS. A) TO 72 HR. P05 1 


449 

1 G 

RED 

RADIO ACCESSORY POWER 




34 1 

14 

BROWN/BLACK 

CON #13. PIN 14. LAMP DIMMER 





TIMER (RD) AMP CON POS 1 TO ON-OFF SW 


450 

1 G 

BLACK 

CHIME RELAY (BG! TO CHIME 







LOAD OUT CTB 4) 


399 

12 

BLACK 

WTHR PACK CON (POS. B) TO DN-DFF SWITCH 









342 

14 

YELLOW 

CON #13, PIN 15, T2 A/C POWER SWITCH 

















(+- 12 V IN) 


400 

14 

YELLOW 

WTHR PACK CON (PQS. C) TO 72 HR. TIMER 









343 

16 

BLUE 

HEADLIGHT RELAY (07 A) TO FOG LIGHTS 





(YE) AMP CONN. P05 . 2 









344 

14 

RED 

DOOR POWER 5WITCH TO LSI 


40 1 

14 

GREEN 

WEATHER PACK CONN. (P05. D) TO ON-OFF 









345 

14 

BLUE 

L5I TO R5 RELAY (B5) 





SWITCH INDICATOR LIGHT l+l 2V) 









346 

14 

BROWN 

R4 RELAY CB7) TO REAR DOOR 


402 

14 

BLUE 

WEATHER PACK CONN. (POS. E) TO DN-OFF 












OPEN MAG VALVE 





SWITCH INDICATOR LIGHT (GND) 









347 

14 

ORANGE 

R3 RELAY CB7) TO EXIT DOOR 


4Q3 

14 

BROWN 

WEATHER PACK CONN. (POS. F) TO 72 HR. 












UNLOCK SOLENOID 





TIMER IBR) AMP CON. POS 3 









346 

14 

YELLOW 

5 POSITION DOOR SWITCH DECK NO. 2 (B) 


404 

15 

GREEN/WHITE 

MASTER SW.. OVERRIDE SW . . START SW., 












R3 RELAY CB5) 





GROUND JUMPER CHAIN 












































407 

14 

BLACK 

FOOT WARMER (HIGH) 





TtTciaSr 

52001068 J 















| I’lM 1 1 U JHH | 






409 


GREEN/WHITE 













GROUND JUMPER CHAIN 


















CHART - CIRCUIT, 













ELECTRICAL (BODY) 
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C1R 

BA 

COLOR 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 

45 1 

IG 

WHITE 

RESET SWITCH TO SWITCH RELAY C B6 & B7 3 


501 

1 6 

WHITE 

EMERGENCY EXIT PILOT LIGHT GROUND 




TO CHIME RELAY (871 


502 

IG 

YELLOW 

BUZZER FEED 

452 

16 

RED 

RESET SWITCH TO SWITCH RELAY (30) 


503 

12 

WHITE 

MARKER LIGHT SWITCH FEED 




TO CHIME RELAY (30) 


504 

IE 

RED 

AIR HORN 

453 

IG 

GREEN 

RESET SWITCH TO FUSE PANEL (+12 V.) 


505 

12 

WHITE 

REAR HEATER SWITCH FEED 

454 

IG 

GREEN 

RESET SWITCH TO CHIME RELAY CB5) 


50G 

12 

WHITE 

REAR HEATER 5WITCH FEED 

455 

16 

GREEN 

RESET SWITCH TO CHIME 


507 

IG 

WHITE 

EMERGENCY EXIT PILOT LIGHT FEED 

45G 

16 

BLUE 

SWITCH RELAY (05) TO GROUND 


500 

16 

WHITE 

COMPARTMENT LIGHT SWITCH FEED 

457 

1 G 

DARK GREEN 

RIGHT COWL MOUNTED TURN 5IGNAL 


509 

14 

RED 

WARNING SYSTEM POWER FEED 

45B 

16 

ORANGE 

STARTER INTERRUPT 


509 A 

14 

RED 

POWER FEED TO FLA5HER 

459 

IG 

ORANGE/BLACK 

STARTER INTERRUPT 


509 C 

14 

RED 

POWER FEED TO LATCH RELAY (WARN 5Y5) 

460 

10 

RED 

FUSE PANEL TO FLASHER MOTOR 


510 

IG 

RED/BLACK 

OVERRIDE SWITCH TO DOOR SWITCH 

46 1 

10 

BLUE 

FUSE PANEL TO RELAY 





TERMINAL ON WARNING SYSTEM FLASHER 

462 

16 

GRAY 

RIGHT FRONT SPEAKER (+) 


51 1 

16 

RED/GREEN 

LATCH RELAY COIL TO DE- LATCH RELAY 

4G3 

IG 

BLACK 

RADIO GROUND 





N.C. TERM 

464 

10 

GRAY/BLACK 

RIGHT FRONT SPEAKER (-) 


512 

IG 

WHITE 

WARNING SYSTEM GROUND 

465 

IB 

WHITE 

LEFT FRONT SPEAKER (+) 


513 

IG 

RED/BLACK 

DOOR SWITCH TO DE- LATCH RELAY & DIODE 

466 

IB 

WHITE/BLACK 

LEFT FRONT SPEAKER (-) 


514 

16 

GREEN/BLACK 

RIGHT COWL MOUNTED WARNING LIGHT 

4G7 





515 

16 



4GB 

IG 

ORANGE 

L.S. HEATED MIRROR 


5 1 G 

IG 

RED 

BODE SIDE EXIT DOOR SWITCHES 

469 

16 

BLUE 

R.S. HEATED MIRROR 


517 

16 

WHITE 

BODE SIDE EXIT DOOR SWITCHES 

470 

12 

GREEN 

PUSHER HEATER GROUND 


510 

16 

GREEN 

BODE SIDE EXIT DOOR SWITCHES 

47 1 

12 

GREEN 

F.C. HEATER GROUND. DEFR05TER 


5 1 9 

1 6 

BLACK 

BODE SIDE EXIT DOOR SWITCHES 

472 

12 

GREEN 

F.C. HEATER GROUND, STEP 


520 

16 

WHITE 

(SEO) 5TEPWELL LIGHT (STANDARD) 

473 

12 

RED 

F.C. HEATER, DEFROSTER, HIGH 


521 

IG 

WHITE/BLUE 

(SED) STEPWELL LIGHT (CONT STEPWELL ILLUM) 

474 

12 

YELLOW 

F.C. HEATER, STEP, HIGH 


522 

16 

ORANGE 

MIRAGE LIFT 

475 

14 

BROWN 

F.C. HEATER, DEFROSTER, LOW 


523 

14 

RED 

DUAL CHIME SYSTEM POWER 

47G 

14 

WHITE 

F.C. HEATER. 5TEP. LOW 


524 

14 

WHITE 

DUAL CHIME SYSTEM GROUND 

477 

IG 

BLACK 

HEATER PILOT LIGHT 


525 

IG 

YELLOW/WHITE 

□UAL CHIME SYSTEM DOOR SIGNAL 

470 

16 

GREEN 

HEATER PILOT LIGHT GROUND 


52G 

IG 

RED 

DUAL CHIME SYSTEM CHIME SIGNAL (TO TIMER) 

479 

14 

RED/BLACK 

DEFROSTER HIGH CONTROL 

© 

527 

IG 

YELLOW/WHITE 

DUAL CHIME SYSTEM NON ADA STOP REQ SIG 

400 

14 

YELLOW/WHITE 

STEP HEAT HIGH CONTROL 

(j) 

520 

16 

YELLOW/BLACK 

DUAL CHIME SYSTEM ADA STOP REQ SIG 

48 1 

16 

BLACK 

PANEL LIGHT JUMPER 


529 

16 

BLUE 

DUAL CHIME SY5TEM NON- ADA PILOT 

492 

IG 

GREEN 

PANEL LIGHT GROUND JUMPER 


530 

14 

RED 

□UAL CHIME SYSTEM ADA PILOT 

403 

0 

RED 

JUMPER, SOLENOID-TO-HQT FUSE BLOCK 


531 

16 

RED 

DUAL CHIME SYSTEM LIFT DOOR SIGNAL 

404 

2 

RED 

JUMPER, CHASSIS SOLENO ID-TO-TERM . POST 


532 

14 

ORANGE 

READING LIGHT POWER 

465 

4 

RED 

JUMPER, TERM. POST-TO-SOLENO IDS 


533 

14 

BLACK 

READING LIGHT GROUND 

466 

4 

RED 

JUMPER, SOLENOID COLD-TO-FUSE BLOCKS 


534 

IE 

WHITE 

DOOR INHIBIT GROUND 

407 

IG 

GREEN/BLACK 

INTERMITTENT W I PER/S. C. HEADLIGHT 


535 

14 

RED 

DOOR INHIBIT POWER FEED 




INTERLOCK FEED 


536 

14 

RED 

T2 AC UNIT (AUTO) 

488 

16 

RED/BLACK 

INTERMITTENT W I PER/S. C. HEADLIGHT 









INTERLOCK FEED 





12 AL UNI 1 (CUUL) 

499 

IG 

ORANGE/WHITE 

ADDITIONAL SIDE DOOR BUZZER GROUND 


539 

14 

GREEN/BLACK 

T2 AC UNIT (VENT) 

490 

IG 

RED 

REAR STOP SIGN FEED 


540 

14 

GREEN/ WHITE 

T2 AC UNIT (FAN SPEED) 

49 1 

16 

GREEN 

REAR STOP SIGN SOLENOID 


54 1 

14 

GREEN 

T2 AC UNIT (DRIVER’S DEFROST) 

492 

16 

BLACK 

REAR STOP SIGN PILOT LIGHT 

a 

542 

14 

BLUE 

T2 AC UNIT (WATER TEMPERATURE) 

493 

16 

WHITE 

REAR STOP SIGN PILOT LIGHT 


543 

14 

BLUE/BLACK 

T2 AC UNIT ( BOOST PUMP) 

494 

IG 

BROWN 

DOOR LIGHT FEED 

(j) 

544 

14 

BLUE/WHITE 

T2 AC UNIT AC FAILURE LIGHT 

495 

12 

BLACK 

WARNING LIGHT MONITOR FEED (RED) 


545 

14 

ORANGE/WHITE 

T2 AC UNIT COOLANT VALVE 

496 

12 

ORANGE 

WARNING LIGHT MONITOR FEED (RED) 


546 

16 

YELLOW 

24 V ALT IGN WIRE 

497 

12 

BLUE 

WARNING LIGHT MONITOR FEED CAMBER) 


547 

12 

RED 

FU5E PANEL (BATT.) TO SPLICE A 

499 

12 

RED 

WARNING LIGHT MONITOR FEED (AMBER) 


547A 

14 

RED 

5PLICE A TO CONN. 2. PIN 2 

499 

12 

WHITE 

BOOSTER PUMP SWITCH FEED 


547B 

14 

RED 

SPLICE A TO CONN. 1, PIN A 

500 

12 

WHITE 

INTERIOR LIGHT SWITCH FEED 


547C 

12 

RED 

SPLICE A TO SPLICE B 






547D 

14 

RED 

SPLICE B TO CONN. 2, PIN 6 


CIR 

GA 

COLOR 

DESCRIPTION 

547E 

12 

RED 

SPLICE B TO SPLICE C 

547F 

14 

RED 

5PLICE C TO CONN. 1 . PIN E 

54 7G 

14 

RED 

SPLICE C TO CONN. 1 . PIN F 

54B 

14 

ORANGE 

FUSE PANEL CACCY) TO CONN. 2, PIN 4 

543 

1 2 

BROWN 

GROUND TO SPLICE □ 

549A 

14 

BROWN 

SPLICE D TO CONN. 2, PIN 5 

549B 

12 

BROWN 

5PLICE D TO 5PLICE E TO 5PLICE F 

549C 

14 

BROWN 

SPLICE E TO CONN. 1 , PIN J 

549D 

14 

BROWN 

SPLICE F TO CONN. 1 , PIN G 

549E 

14 

BROWN 

SPLICE F TO CONN. 1 , PIN H 

55D 

14 

GREEN 

CONN. 2 PIN 3 TO CONN. 1. PIN C 

551 

14 

BLACK 

CONN. 2 PIN 7 TO CONN. I.PIN B 

552 

1 6 

WH/BK 

PANEL LIGHTS TO CONN. 2. PIN B 

553 

14 

WHITE (YELLOW) 

HEATED MIRROR + 12V (FAN POWER) 

554 

16 

GREEN 

HEATED MIRROR GROUND 

555 

IG 

BLUE 

GROUND SIGNAL TO WARNING SYS FLASHER 

556 




557 




558 




559 




5G0 




561 




562 




563 




564 




5G5 




566 




5G7 




5GB 




569 




570 




571 




572 




573 




574 




575 

1 0 

RED 

FROM SPI (-) TO SP3 ( + ) 

576 

1 B 

ORANGE 

FROM SP2 ( - ) TO SP4 ( + ) 

577 

1 0 

BLUE 

FROM SP5 I - ) TO SP7 ( + ) 

570 

1 0 

YELLOW 

FROM SP6 ( - ) TO SP0C+) 

579 

2 

RED 

BRAUN LIFT 12 V BATT POWER 

500 

1 2 

RED 

BRAUN LIFT TBB SOLN COIL PWER (COLD IGN) 

501 

502 

1 2 

BLACK 

BRAUN LIFT TBB SOLN GND 

503 




584 




505 




506 




5B7 




500 




5B9 




530 




591 




592 




593 




594 




595 




590 




597 




59B 




599 










52001068 J 

IhomAs 


CHART - CIR 
ELECTRICAL 

2UIT, 

(BODY) 
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CIR 

GA 

COLOR 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 

659 




Q\ 

GND 

1 G 

BLACK 

COMMON GROUND 

G60 




(V 

SR 

1 4 

YELLOW 

STOP REOUEST 

EEI 




(. /I 

SPI 

16 

YELLOW 

TIMEDELAY TO FRT & REAR DOOR MOTORS 

662 




(7 

SP2 

IE 

BLUE 

T.B. TO TO DOOR VLV TO W/C 

EE3 




(7 

SP3 

16 

ORANGE 

EXTRA WIRE 

EE4 




( j) 

SP4 

IG 

GREEN 

EXTRA WIRE 

6G5 




(7 

SP5 

1 E 

BLUE 

EXTRA WIRE 

GEE 




(, )' 

SPG 

16 

YELLOW 

EXTRA WIRE 

GG7 




l i 1 ) 

SP7 

IE 

BLACK 

EXTRA WIRE 

GGB 




c7 

01 OA 

16 

WHITE 

SIDE EXIT DOOR 

GE9 




(j, 

2101 

IE 

RED/WHITE 

SIDE EXIT DOOR 

G70 




c /) 

6009 

16 

GREEN 

SIDE EXIT DOOR 

E7I 




c ^ 

6010 

16 

BLUE 

SIDE EXIT DOOR 

67Z 




dJ) 

914 1 

1 E 

BLACK 

SIDE EXIT DOOR 

G73 




fj. 

9143 

IG 

ORANGE 

SIDE EXIT DOOR 

674 




d j 1 ) 

9145 

1 E 

GREEN 

SIDE EXIT DOOR 

E75 




th 

9I4G 

16 

ORANGE 

SIDE EXIT DOOR 

676 




( j 1 

9147 

IG 

GREEN 

SIDE EXIT DOOR 

G77 




C h 

9150 

IE 

YELLOW 

FRONT DOOR ALARM 

670 




C j! 

9Z0 1 

IG 

ORANGE 

SPEAKER (-) (CURB SIDE FRONT) 

G79 




£J) 

9202 

IG 

BLUE 

SPEAKER C + J (CURB SIDE FRONT) 

GBO 




(, j) 

9Z03 

15 

YELLOW 

SPEAKER (-) (STREET SIDE FRONT) 

601 




t i' 

9204 

IE 

GREEN 

SPEAKER (i-l (STREET SIDE FRONT) 

GSZ 

— 

— 



9205 

IG 

YELLOW 

SPEAKER JUMPER [CURB SIDE FRONT J 

EB3 

604 

— 

— 



9207 

1 G 

1 E 

ORANGE 

SPEAKER JUMPER (STREET SIDE FRONT) 

GB5 




(, j' 

9209 

16 

BLUE 

SPEAKER JUMPER (STREET SIDE REAR) 

G06 




fj' 

921 1 

IE 

ORANGE 

SPEAKER (-) (CURB SIDE REAR) 

GB7 




( j) 

9212 

IE 

BLUE 

SPEAKER (4-) (CURB SIDE REAR) 

EBB 




(• / 

9213 

IE 

YELLOW 

SPEAKER (-) (STREET SIDE REAR) 

G09 




d j) 

9214 

IG 

GREEN 

SPEAKER ( + ) (STREET SIDE REAR) 



















G92 









693 


















G95 


















697 









696 









G99 


















701 


















703 


















705 


















707 









700 









709 









710 


















712 



























715 









7 1 B 









717 



















SPACE EACH LINE .1750 FHOM 
ALIGN TEXT TO COLUMN ABOVE . 


LINE ABOVE. 


SHEET 5 QF S 
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CHART - CIRCUIT, 
ELECTRICAL (BODY) 
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MAIN BODY 
SECTION 


Page 2.1 



TAPE BACK CIRCUIT 


A A A » 

A A "© f ©' A 



3 

H 

5 

*J 

«J 

9 

■1 

10 

2] 

*1 

12 

SJ 

13 

!5) 


£ 

16 



A ^ A 





CCMN 

VENDOR 

PART • 

DESCRIPTION 


AMP 

770030- 1 

15 POSITION CONNECTOR. CAP 

1 

AMP 

XX 

14-10 BA TERMINAL. PIN 


AMP 

XX 

10-12 TERMINAL, PIN 


AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG 

Z 

AMP 

XX 

14-16 GA TERMINAL, RECEP . 


AMP 

XX 

10-12 GA TERMINAL, RECEP. 


AMP 

64050 1 - 1 

6 PCS IN LINE CONN. (WHT) 

' 

AMP 

XX 

TERMINAL 14-16 AWG SOCKET 

J2 

AMP 

6405B5- 1 

6 POS IN LINE CONN. (NAT) 

AMP 

XX 

TERMINAL 14-16 AWG SOCKET 

J3 

AMP 

640506- 1 

0 POS IN LINE CONN. (NAT) 

AMP 

XX 

TERMINAL 14-16 AWG SOCKET 

J4 

AMP 

64058Z- 1 

0 POS IN LINE CONN. (WHT) 

AMP 

XX 

TERMINAL 14-16 AWG SOCKET 


AMP 

7700ZE- 1 

12 POSIT ICN CONNECTOR. PLUG 

IG 

AMP 

XX 

14-16 GA TERMINAL. RECEPTICAL 


AMP 

XX 

10-12 TERMINAL, RECEPT I CAL 


AMP 

770029- 1 

12 POSITION CONNECTOR. CAP 

17 

AMP 

XX 

14-16 BA TERMINAL, PIN 


AMP 

XX 

10-IZ TERMINAL, PIN 


I .CIRCUIT NLMBERS TD BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

□N ALL LEADS . 

TAO HAFKES5 FCR IDENTIFICATION. 

STRIP INEULATICN BACK 3/B” DN 
LNTERMINATED LEADS. 

REFER TO DWG . *5200 1 1 36 FOR HARNESS 
SPECIFICATIONS. 

APPLY CONVOLUTE TUBING OF MINIMUM SIZE 
TO MAIN TRUNK CF ENTIRE HARNESS. 

TAPE CONVOLUTE TO HARNESS AT ENDS. 

HEAVY LINES 


3 


P/N 52003064 ONLY 


FULLY TAPE HARNESS W 
HAVE BEEN SHOWN . 

□ASHED LI AES INDICATE CIRCUIT SPLITS. 
SPIRAL TAPE ENTIRE HARNESS. 

WHERE "XX" CS INDICATED. USE APPROPRIATE 


nt-erit m injiLAitL). use nr 

PART AND/OR VENDOR AS NEEDED. 


** HARNESS WITH CONVOLUTE IS: ** 
PART NUMBER: 52003B64 


0^ 

21 A 

21 B 

£ 

il 

17 

sj 

30 

ej 

zJ 

sJ 

“J 

J3 

Jj 



Ored 

CCNNECTOR • 1 G 


CIR 

GA 

COLCR 

DESCRIPTION 

CIR 

BA 

COLOR 

□EGCRI PTION 

1 

12 

BLACK 

LEFT REAR WARNING LIGHT (RED) 

74 

16 

BLACK 

STEPLIGHT FEED. 

2 

1 2 

BROWN 

RIGHT FRONT WARNING LIGHT, RED 

76 

IS 

BLACK/YELLOW 

□DOR LIGHT FEED 



3 

12 

ORANGE 

RIGHT REAR WARNING LIGHT IREBJ 

IGO 

IZ 

BLACK 

LIGHT MDNITCR FEED, RIGHT (RED) . 



4- 

1 2 

YELLOW 

LEFT FRONT WARNING LIGHT, FED. 

IGZ 

IZ 

ORANGE 

LIGHT MDNITCR FEED, LEFT CRED) . 


5 

IZ 

BLUE 

LEFT REAR WARNING LIGHT (AMBER) 

IG4 

IZ 

BLUE 

LIGHT MDNITCR FEED, RIGHT (AkBERl . 

G 

1 2 

WHITE 

RIGHT FRONT WARNING LIGHT. AMBER. 

IG6 

IZ 

RED 

LIGHT MONITOR FEED, LEFT C AMBER J . 




7 

1? 

RED 

RIGHT REAR WARNING LIGHT IAHBER) 

I6B 

14 

BROWN 

LIGHT MONITOR FEED, TAIL LIGHTS. 


S 

12 

BREEN 

LEFT FRONT WARNING LIGHT, AMBER. 

170 

14 

BLUE/WHITE 

LIGHT MDNITCR FEED, REVERSE LIGHTS. 

a 

IG 

DARK BREEN 

RIGHT TURN SIGNAL (REAR 5 FRONT SIDE) 

172 

IG 

RED 

LIGHT MONITOR FEED, BRAKE LIGHTS. 

10 

IG 

YELLOW 

LEFT TURN SIGNAL (REAR & FRONT SIDE) 

174 

IG 

YELLOW 

LIGHT MONITOR FEED, LEFT TURN SIGNAL. 

1 1 

IE 

BROWN 

RIGHT TAIL LIGHT 

175 

IG 

□ARK GREEN 

LIGHT MDNITCR FEED, RIGHT TURJ SIGNAL. 

12 

IG 

BROWN/WHITE 

LEFT TAIL LIGHT 

176 

16 

BLACK 

LIGHT MONITOR POS. FEED. 

13 

IE 

BLUE 

RIGHT BACK-UP LIGHT 

469 

14 

BLUE 

HEATED MIRRCR PWR . FEED (*->, CAB UOLNTED. 

14 

IB 

BLUE/WHITE 

LEFT BACK-UP LIGHT 

GND 

16 

WHITE 

LIGHT MONITOR GRDLND . 

15 

IE 

RED 

RIGHT BRAKE LIGHT 

GM35 

16 

WHITE 

FRONT CLEARANCE, MARKER LIGHT EROLND5 

IB 

IB 

RED/WHITE 

LEFT BRAKE LIGHT 

GN06 

IZ 

WHITE 

FRONT WARNING LIGHT GROUNDS . 

17 

IS 

BROWN 

CLEARANCE LIGHTING. 

GND ID 

14 

WHITE 

HEATED MIRRCR GROUND. 

2 1 A 

16 

BLACK 

INTERIOR LIGHT FEED (f), FRDNT . 





2 1 B 

16 

BLACK/WHITE 

INTERIOR LIGHT FEED (*■), REAR. 





27 

16 

WHITE/BLACK 

FRONT DEBT I NATION SIGN. 





29 

IS 

DARK BLUE 

REAR DdOR BUZZER (GNU) 







30 

IS 

LIGHT BLUE 

HATCH DR PUSH OUT SAGH (GND SIGNAL TD BUZZER) 






VENDOR P/N 

DESCRIPTION 


3Z 

IG 

YELLOW 

VANDALOCK (GND ) 














XX 

BUTT SPLICE, I4--ISGA., INSULATED 

36 

16 

PURPLE/ BLACK 

STROBE LIGHT FEED 






XX 

BUTT SPLICE 14- IB TO 10-12 GA., INS. 

40 

IG 

BROWN/WHITE 

MARKER LIGHTS 







ihoinas 



: 1 



HARNESS, MAIN BODY, 
FRONT 

Effective Date: 1/10/02 
End Date: 9/4/02 


Page 2.2 




Page 2.3 



/ncK 

^(J)— — 4. 

A© — ; 
A 




CIR 

GA 

COLOR 

DESCRIPTION 

4 1 

14 

GREEN/WHITE 

DEFROSTER LEFT (LOW) 

42 

1 4 

GREEN/BLACK 

DEFROSTER LEFT (HIGH) 

43 

1 4 

RED/WHITE 

DEFROSTER RIGHT (LOW) 

44 

1 4 

RED/BLACK 

DEFROSTER RIGHT (HIGH) 

45 

1 4 

BLUE 

STEPWELL HEAT (LOW) 

4G 

14 

BLUE/WHITE 

STEPWELL HEAT (HIGH) 

47 

14 

YELLOW 

DRIVER'S HEAT (LOW) 

48 

14 

YELLOW/WHITE 

DRIVER'S HEAT (HIGH) 

49 

1 6 

YELLOW 

FRONT LEFT TURN SIGNAL 

50 

16 

□K. GREEN 

FRONT RIGHT TURN SIGNAL 

51 

16 

BROWN/WHITE 

PARKING LIGHTS 

52 

16 

BLUE/WHITE 

STEPWELL LIGHT (DOOR SWITCH) 

53 

16 

BLUE 

WARNING LIGHT DOOR SWITCH TO GROUND 

54 

16 

PURPLE 

WASHER 

59 

1 4 

RED/BLACK 

WARNING LIGHT CONTROLLER TO DOOR SWITCH 

ZIO 

16 

GREEN 

WASHER GROUND 


A f A 

A 

/ 

A 

.©£) a 
-©A 

777'/77 59 ZZ ZZZZZZZgZZZ ZZZZ s ZZZZZZ/gZZZZZZZZZ ZZ 6 ZZZZZZZZZZZ/2ZZZZZZZZZZZZ 30 7 7777777777- i + ©A 

©A 
~~~®A 



(48) 

A A A A 




E 

MALE BLADE, 1/4", 14- IS AWG . , FULLY INS. 

D 

FEMALE PUSH-ON, 1/4", 10-12 AWG. 

C 

RING TERMINAL, *10 5TUD, 14-16 AWG. 

B 

SPRING SPADE, *10 STUD, 14-16 AWG. 

A 

FEMALE PUSH-ON, 1/4", 14-16 AWG. 

TERM 

DESCRIPTION 


I 36 FOR HARNESS 

3, FULLY TAPE THIS HARNESS. 

Z .TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 



ltioina 1 s 


| . Ifl W ^ M 

I I 


52000268 L 


HARNESS, MAIN BODY 
FRONT 
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LIGHT 

SECTION 


Page 3.1 



Page 3.2 



CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 

1 

CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 


PED 

1 20 1 50G9 

10-20 6A TERMINAL 


PED 

1 20 1 5B70 

1 4- IG GA TERMINAL 


14 

AMP 

770005- 1 

14-20 GA. TERMINAL, PIN. 

G 

AMP 

770003-3 

10-12 GA. TERMINAL, PIN. 


AMP 

770020- 1 

9 POSITION CONNECTOR, CAP. 

1 

RELAY 

K 1 

HELLA 

07122 

HOUSINB-RELAY, 5 POSITION. 


INTERLOCK 


TERM INAL -FEMALE, 1/4”, 1 4- 1 E GA . 


INTERLOCK 


TERM INAL -FEMALE, 1/4”, 10-12 GA . 



5. STRIP INSULATION BACK 3/B” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 1 3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAK0UT5 FOR 3"- 
2" 5PACING 0THERWI5E . 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B” 

-C. ON ALL LEADS. 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

JPI 

IG 

BLACK 

JUMPER, 2 IF, 21 A-2IR, 2 IB- IGBA, 70. 






JPI 

3” TYPICAL. 
3 PLACES 


O GREEN 

CONNECTOR *14 

(DIMMER SWITCH CONNECTOR) 



±ir 

WJ 

ir~ 

ij 

r 

sj 

bJ 


gj 

9| 

o 




DIMMER BY-PASS, DASH LIGHTING 
STANDARD ACTIVATION, SRW, DRW 


D 



BUTT SPLICE. 14-16 6A BLUE. 


C 



RING TERMINAL. #10 STUD, 14-16 GA . 


5 



MALE RECEP., 1/4”, 14- IB GA . 


A 



FEMALE FAST-ON, 1/4”, 14-IG GA. 



VENDOR 

PART » 

DESCRIPTION 

OTY 



52003719 B 

* I horn 4s 



H 


HARNESS, D 
PASS, DASH/ 
LIGHTS 

End Date: 9/4/ 

MMER BY- 
DOME 

02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

□TY 

1 

PACKARD 

B900542 

3 PIN CONNECTOR, PLUG 

1 

PACKARD 

1 2 1 Z4502 

14- IG GA. TERMINAL 

3 





14 

AMP 

770005- 1 

14-20 BA. TERMINAL. PIN. 

7 

AMP 

770003-3 

10-12 GA. TERMINAL. PIN. 


AMP 

770028- 1 

9 POSITION CONNECTOR. CAP. 

1 

RELAY 

K 1 

HELLA 

07122 

HOUSING-RELAY. 5 POSITION. 


INTERLOCK 


TERMINAL-FEMALE. 1/4". 14-16 GA , 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA , 




LEAD # 

AWG 

COLOR 

DESCRIPTION 


JPI 

IG 

BLACK 

CONNECTOR JUMPER, 2IF-2IA. I68A-70 

6. SPIRAL TAPE HARNESS. 

2 1 R 

IG 

RED 

REAR DOME LIGHT SIGNAL. 

5. STRIP INSULATION BACK 3/B" ON 

2 IB 

IG 

WHITE 

REAR DOME LIGHT FEED (+) . 

UNTERMINATED LEADS. 

GND4 

14 

BLACK 

DIMMER SWITCH GROUND. 

4. REFER TO DWG. #52001 1 36 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 

2 IF 

IG 

RED 

FRONT DOME LIGHT SIGNAL. 

2 IA 

IG 

WHITE 

FRONT DOME LIGHT FEED (. + ) . 


2” SPACING 0THERWI5E. 


2. TAG HARNESS TOR I DENT EF I CAT I ON . 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 
NOTES’ 0N ALL LEADS - 


CONNECTOR # I 




O GREEN 

CONNECTOR # I 4 

(DIMMER SWITCH CONNECTOR] 




> 





@0® 




DOO 




©OCD 





DIMMER, DOME LIGHTING 
OPT. B32G0-00-000, SRW, DRW 


□ 



BUTT SPLICE. 14-IG GA BLUE, 


C 



RING TERMINAL. *10 STUD. 14-16 GA . 


B 



MALE RECEP., 1/4", 14-16 GA . 


A 



FEMALE FAST-ON, 1/4”, 14-IG GA . 



VENDOR 

PART * 

DESCRIPTION 

QTY 



HARNESS, DIMMER 


Option: B3260-00-000 


Page 3.5 


CDNN 


VENDOR 


PART 


INTERLOCK 


INTERLOCK 


DESCRIPTION 


3 PIN CONNECTOR, PLUG 


14- I G GA. TERMINAL 


14-20 GA. TERMINAL. PIN, 


10-12 GA. TERMINAL. PIN 


9 POSITION CONNECTOR, CAP, 


HOUSING-RELAY, 5 POSITION. 


TERMINAL -FEMALE, 


TERM INAL -FEMALE. 1/4”. 10-12 GA. 



LEAD * 

AWG 

COLOR 

DESCR I PT I ON 


JPI 

1 S 

BLACK 

CONNECTOR JUMPER. IGBA-70. 

6. SPIRAL TAPE HARNESS. 

2 1 R 

IS 

RED 

REAR DOME LI0HT SIGNAL. 

5. STRIP INSULATION BACK 3/8" ON 

2 1 B 

IG 

WHITE 

REAR DOME LIGHT FEED C + J . 

UNTERMINATED LEADS. 

GND4 

14 

BLACK 

DIMMER SWITCH GROUND. 

4. REFER TO DWG. #52001 136 FOR HARNESS 
SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3"- 

ZIF 

IS 

RED 

FRDNT DOME LIGHT SIGNAL. 

21 A 

IE 

WHITE 

FRONT DOME LIGHT FEED C+) . 


2" SPACING OTHERWISE. 


2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "ET 
NOTES- 0N ALL LEADS . 


CONNECTOR # I 



O GREEN 

CONNECTOR # I 4 

(DIMMER 5WITCH CONNECTOR) 





3B . 0 



(DO© 




DOO 




©oo 

b UrJ 



JPI 

3" TYPICAL. 


DIMMER, DOME LIGHTING 
OPT. B3260-00-000 WITH 
OPT. B3250-00-000, 5RW, DRW 


D 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 1 4- 1 G GA . 


B 



MALE RECEP., 1/4”, 1 4- 1 E GA . 


A 



FEMALE FAST-ON, 1/4", 14- IS GA . 



VENDOR 

PART * 

DESCRIPTION 

QTY 



52003934 A 

lnojma* 



H 


HARNESS, D 

Option: B3260 
W/B32 

MMER 

- 00-000 

50-00-000 
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CONN 


VENDOR 


COLOR 


DESCRIPTION 


PART * 


DESCRIPTION 


OTY 


PACKARD 

PACKARD 


B9D0542 
I 2 I 24502 


3 PIN CONNECTOR, PLUG 
14- IS GA. TERMINAL 


3 

9 


RELAY 
K I 


AMP 

AMP 

AMP 

HELLA 

INTERLOCK 

INTERLOCK 


770005- I 
770003-3 
770028- I 
07122 


14-20 GA. TERMINAL. PIN. 

10-12 GA. TERMINAL, PIN. 

9 POSITION CONNECTOR, CAP. 

HOUSING-RELAY, 5 POSITION. 
TERMINAL-FEMALE. 1/4”, I 4- I G GA . 
TERMINAL-FEMALE, 1/4”, I 0- I 2 GA . 


7 


I 


6. SPIRAL TAPE HARNESS. 

5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *5200 I I 3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAK0UT5 FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEAD5 - 


LEAD 


* AWG 


I £8 A | 4 
ZIR 16 
ZIB IG 


BROWN 

RED 

WHITE 


GND4 1 4 
2IF IS 
Z I A 16 
70 |4 


BLACK 

RED 

WHITE 

WHITE/BLACK 


PARK LIGHTS SIGNAL 

REAR DOME LIGHT SIGNAL. 
REAR DOME LIGHT FEED <+) . 
DIMMER SWITCH GROUND. 
FRONT DOME LIGHT SIGNAL. 
FRONT DOME LIGHT FEED [*] 
SWITCH LIGHTING FEED < + ) . 


CONNECTOR * I 
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CONN 


VENDOR 


PART 


DESCRIPTION 


QTY 


PACKARD 

PACKARD 


0900542 
I 2 I 24502 


3 PIN CONNECTOR. PLUG 
14-16 GA. TERMINAL 


2 

6 


AMP 

AMP 

AMP 

HELLA 

INTERLOCK 

INTERLOCK 


770005- I 
770003-3 
770020- I 
B7IZ2 


14-20 GA. TERMINAL, PIN. 

10-12 GA. TERMINAL. PIN. 

9 POSITION CONNECTOR. CAP. 
HOUSING-RELAY, 5 POSITION. 
TERMINAL-FEMALE, 1/4", I 4- I G GA . 
TERMINAL-FEMALE. 1/4” , 10-12 GA . 


E. 5PIRAL TAPE HARNESS. 

5. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 1 3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FDR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX **B" 
N0TE5 : AL -L LEADS . 


LEAD * 

AWS 

COLOR 

DESCRIPTION 

IG8A 

1 4 

BROWN 

PARK LIGHTS SIGNAL 

2 1 R 

1 S 

RED 

REAR DOME LIGHT SIGNAL. 

2 1 B 

1 6 

WHITE 

REAR DOME LIGHT FEED (+> . 

GND4 

1 4 

BLACK 

DIMMER SWITCH GROUND. 

2 1 F 

1 5 

RED 

FRONT DOME LIGHT SIGNAL. 

21 A 

1 S 

WHITE 

FRONT DOME LIGHT FEED (+> . 

70 

1 4 

WHITE/BLACK 

SWITCH LIGHTING FEED <+> . 


CONNECTOR # I 




J— 2.0 — I — G.O 


O GREEN 

CONNECTOR # I 4 

[DIMMER 5WITCH CONNECTOR] 



IV, 




(DO® 



DOO 



©o® 

7 


2 1 F 

IT 

21 A 

li 

IG8A 

TJ - 

2 1 R 

II 

2IB 

Li 

zl 

70 

zJ 

GND4 

£l 



DIMMER, DASH AND DOME 
OPT. B 3260 -00 -000 WITH 
OPT. B3260-0 I -000, SRW, DRW 


□ 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL. *10 STUD. 14- IG GA . 


B 



MALE RECEP.. 1/4". 1 4- 1 G GA . 


A 



FEMALE FAST-ON, 1/4", 14- IG GA . 



VENDOR 

PART * 

DESCRIPTION 

QTY 



52003936 A 




H 


HARNESS, D 

Option: B3260 
W/B32 

MMER 

- 00-000 

30-01-000 
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CONNECTOR # 5 


CONNECTOR * 8 


CAVITY * 3 A 
CAVITY # I A 


0 - 


0 


4. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

3. REFER TO DWG. *52001 I3B FOR HARNESS 
SPECIFICATIONS. 

2. TAB HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAM PED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES. ON ALL LEADS. 


c 

AMP 

770005-1 

14-16 GA TERMINAL. PIN 

2 

B 

• 

• 

1/4" FEMALE SPADE FAST-ON 14-16 BA 

1 

A 

AMP 

770006-3 

14-16 GA. TERMINAL. RECEP. 

1 


VENDOR 

PART • 

DESCRIPTION 

OTY 


LEAD • 

AWG 

COLOR 

DESCRIPTION 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS 1+) 

• 

. 

• 

. 

• 


. 

. 









TO RHEOSTAT 


CAVITY #14 


(RED WIRE) 


CONNECTOR # 5 


OPT ION: B32S0 - 0 I - 000 


APPROVED VENDOR: E.S.I 
1200 JAY LANE 
GRAHAM, NC 27253 



52003350 D 




H 


HARNESS, LI 
RHEOSTAT \A 

Option: B3260 

GHT 

fIRING 

-01-000 
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CONN 


VENDOR 


PART 


DESCRIPTION 


□TY 


I 


PACKARD 

PACKARD 


B9 D054-2 
I 2 I 24-502 


3 PIN CONNECTOR, PLUG 
I 4- IS GA. TERMINAL 


_l_ 

3 


AMP 

AMP 

AMP 

HELLA 

INTERLOCK 

INTERLOCK 


770005- I 
770003-3 
77002B- I 
07122 


14-20 GA. TERMINAL, PIN. 

10-12 GA. TERMINAL, PIN. 

9 POSITION CONNECTOR, CAP. 
HOUSING-RELAY, 5 POSITION . 
TERMINAL -FEMALE, 1/4”, 14-ISBA. 
TERMINAL-FEMALE, 1/4”, 10-12 GA . 


7 


I 


4. STRIP INSULATION BACK 3/9” ON 
UNTERMINATED LEADS. 

3. REFER TO DWG. #52001 136 FOR HARNE55 
SPECIFICATIONS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

JPI 

IB 

BLACK 

CONNECTOR JUMPER, 2 1 F. 2 1 A-2 1 R. 2 1 B 

ISBA 

14 

RED 

MARKER LIGHTS FEED TO SWITCHES. 

70 

1 4 

WHITE 

SWITCH PANEL LIGHTS FEED C+J . 

GND4 

14 

BLACK 

DIMMER SWITCH GROUND. 


O GREEN 

CONNECTOR * I 4 

CONNECTOR # I [DIMMER SWITCH CONNECTOR) 




4B.D 






(DO© 



DOO 



©O© 





DIMMER, DASH LIGHTING 
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FRONT 


OPTION B3420-08-000 
MI NOTOUR, SRW, DRW 
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RIGHT TURN SIGNAL. CHASSIS HARNESS 
(DARK BLUE-GMC) 

(WHITE/LIGHT BLUE-FORD) 



DOUBLE FACED TURN SIGNAL (AMBER) 
RIGHT 


NOTES : 

GMC INSTALLATION: 

SPLICE THE RED WIRE OF 
DOUBLE FACED TURN SIGNAL 
INTO THE DARK BLUE AND 
LIGHT BLUE CHASSIS WIRES 
LOCATED IN A CONNECTOR ON THE 
CHASSIS. UNDER HOOD FORWARD 
OF POWER DISTRIBUTION BOX. 

FORD INSTALLATION: 

SPLICE THE RED WIRE OF 
DOUBLE FACED TURN SIGNAL 
INTO THE WHITE/LIGHT BLUE 
AND LIGHT GREEN/WHITE CHASSIS 
FRONT TURN SIGNAL WIRES. 



DOUBLE FACED TURN 
SIGNAL 


Option: 3420-08-000 


+ 12 V 
IGN. 


READING LIGHT 

SWITCH 

52003746 



i bWh/bk 



READING 

LIGHT 

52000253 



READING 

LIGHT 

52000253 
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CONN 

VENDOR 

PART » 

DESCRIPTION 

QTY 


CARL I NO 

999 1 67 1 600 1 

SWITCH CONNECTOR 

2 

1 , 2 

RED 

XX 

IS-20 GA TERMINAL 

X 


PED 

XX 

14- IS GA TERMINAL 

X 


AMP 

XX 

14-20 GA. TERMINAL, PIN. 

X 

9 

AMP 

XX 

10-12 BA. TERMINAL. PIN. 

X 


AMP 

770029- 1 

12 POSITION CONNECTOR, CAP. 

1 


AMP 

XX 

14-20 GA. TERMINAL, PIN. 

X 

10 

AMP 

XX 

10-12 GA. TERMINAL, PIN. 

X 


AMP 

770020- 1 

9 POSITION CONNECTOR. CAP. 

1 


7. WHERE "X" IS INDICATED, USE APROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

G. WHERE ”XX" IS INDICATED, USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 


2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ’’B” 
ON ALL LEADS. 


DOME LGT . SWITCH 
CONNECTOR *1 


(REAR 

VIEW) 

U 

70 

zJ 

GN/JP 

jj 

±J 

iJ 

H 


3| 

— 1 1 9 
I9C 

aJ 

1 

.0 


COMPARTMENT LIGHT 
CONNECTOR *2 
(REAR VIEW) 


aJ 

70 

GN/JP 

ij 

aJ 

id 

H 

iJ 

U 

20 

aJ 


O blue 

CONNECTOR #9 

C DOME/ STEP HARNE55) 


I .0 


SPIRAL TAPE 


jj 

zJ 

sT^ 

H 

74 

70 

±J 

sj 


40 

BK4 

GN/JP 

zJ 


£l 

1 9C 

76 

JPI 



36 .0 


@ 00 ® 

DOOO 

©oocn 


D 

XX 

XX 

BUTT SPLICE, 14- IS GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, #10 STUD, 14- IS GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14- IS GA . 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 1 4- 1 G GA . 

X 


VENDOR 

PART # 

DESCRIPTION 

QTY 


DOME/STEP LIGHTING 
STANDARD ACTIVATION, SRW, DRW 


LEAD ♦ 

AWG 

COLOR 

DESCRIPTION 

H 

14 

RED 

1 2V+ IGN. FROM FUSE PANEL. 

BK4 

IB 

BLACK 

FROM SWITCH TO DOME RELAY 1+) . 

40 

16 

BROWN/WHITE 

MARKER LIGHT5 FEED. 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS C + > 

6N/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-1 . 

74 

IS 

BLACK /RED 

STEP LIGHTS FEED <+) 

19 

14 

BLACK 

INTERIOR LI6HT5 FEED COPT.) 

7G 

IG 

BLACK/YELLOW 

DOOR LIGHTS FEED C+) 

20 

IG 

WHITE/BLACK 

FEED TO COMPARTMENT LIGHT. 

I9C 

16 

BLACK/WHITE 

INTERIOR LIGHTS (REAR) 

JPI 

16 

BLACK/ORANGE 

FEED FROM 5TEP/D00R RELAY K4 . 














zr 

70 

GN/JP 

zJ 

+J 

iJ 

Zl 

H 

20 

JPI 

zJ 

sj 

r 1 

74 

19 

76 

I°l 

Lil 

Ll 

40 

1 9C 

BK4 



52003674 C 

homas 



H 


HARNESS, S\ 
WIRING, DOM 
LIGHT 

End Date: 9/5/ 

WITCH 

E AND STEP 

02 
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VENDOR 


PART 


COLOR 


DESCRIPTION 


PED 

PED 


SWITCH CONNECTOR 


B-20 6 A TERMINAL 


I GA TERMINAL 


AMP 

AMP 

AMP 


14-20 GA. TERMINAL, PIN. 


10-12 GA. TERMINAL, PIN. 


12 POSITION CONNECTOR, CAP. 


AMP 

AMP 

AMP 


4-20 GA. TERMINAL, PIN. 


10-12 GA. TERMINAL, PIN. 


9 POSITION CONNECTOR, CAP. 


G AMP, 400 VOLT 


7. WHERE "X" IS INDICATED, USE APROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

G. WHERE "XX” IS INDICATED. USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

5. USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED. MINIMUM AMOUNT AND SIZE. 

4 . REFER TO DWG . «5200 I I 36 FOR HARNESS 
SPECIFICATIONS. 

3. STRIP INSULATION BACK 3/0" ON 
UNTERMINATED LEADS. 

2. TAG HARNESS FOR IDENTIFICATION, 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 


DOME LGT . SWITCH 
CCNNECTOR • I 
[REAR VIEW) 


aj 

Z] 

70 

GN/JP 

il 

±1 

il 

5j 

H 


»i 

aJ 

I9C 


1 

.0 


DOME LOT. SWITCH 
CONNECTOR «2 


2.0 


[REAR 

VIEW) 

aJ 

70 

zJ 

GN/JP 

jj 

±J 

il 

H 

5j 

aJ 

1 9 

aJ 

1 

.0 




COMPARTMENT LIGHT 
CONNECTOR «3 
(REAR VIEW) 


aJ 

70 

zJ^ 

GN/JP 


±1 

il 

H 

aJ 

3] 

20 

aJ 


I .0 


Z.D 


2.25 



□ IODE A 

TYPICAL 2 PLCS. 


NOTE: 

CIRCUITS 19 AND I 9C ORIGINATE 
IN CONNECTOR 9 AND TERMINATE 
IN CONNECTORS I AND 2. JP2 
ORIGINATES AT THIS LOCATION 
AND TERMINATES IN CONN. *10. 


2.25 


3S .5 



IT 


H 

74 

70 

iJ 


§J 

40 

BK4 

GN/JP 

ll 

s] 

9j 

JP2 

76 

JPI 


O BLUE 
CONNECTOR #10 

CSTEP/CCOR LGT. ACT.) 



r* 


®o® 



DOC) 



©OQ] 

L-tvj 





3.5 


G.O G.O 


[ 70 ) ( on/jpJ 


/\ A\ 


LEAD 


AWG 


DESCRIPTION 


H 14 

BK4 |B 

40 IS 

70 IB 

GN/JP I B 

20 Ti" 

I9C 16 

74 16 

19 IB 

75 I S 

JPI 16 

JP2 16 


RED 

BLACK 

BROWN/WHITE 

WHITE/BLACK 

GREEN 

WHITE/BLACK 


1 2V+ IGN. FROM FUSE PANEL, 

FROM SWITCH TO DOME RELAY (•*-?, 
MARKER LIGHTS FEED. 

SWITCH PANEL LIGHTS ( + ) 

GROUND. SWITCH LIGHT JUMPER (-) , 
FEED TD COMPARTMENT LIGHT. 


BLACK/WHITE 


INTERIOR LIGHTS CREAR) 


BLACK/RED 
BLACK 

BLACK /YELLOW 
BLACK /ORANGE 
RED 


STEP LIGHTS FEED U) 

INTERIOR LIGHTS FEED COPT.) 

DOOR LIGHTS FEED [4-] 

FEED FROM STEP/DOOR RELAY. 

ISOLATED FEED FROM DOME SWITCHES. 


O BLUE 

CONNECTOR #9 

CDDME/STEP HARNESS) 




@oo® 

DOOO 

OOOCD 


H 

70 

GN/JP 

U 

J 

sj 

§r~ 

H 

20 

jp i 

zJ 

sj 

ii - 

74 

1 9 

7G 

A 

UJ 

A 

40 

I9C 

BK4 
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INTERIOR LIGHTING SCHEMATIC FOR OPTION B3255-04-000 


BUSS BAR 



OPTIONAL HARNESS - 
520035 1 2 


DRIVER'S DOME SWITCH 



NOTES: 

1 . SOLID LINES REPRESENT 
STANDARD WIRING. 

2. DASHED LINES REPRESENT 
OPTIONAL JUMPER WIRING. 

3. CONNECT DIOOE END OF 
OPTIONAL JUMPER TO STEP 
LIGHT SWITCH (USE THE 
SAME TERMINAL AS BLACK 
WIRE TO STEP LIGHT) . 

4-. CONNECT SHORTER WIRE OF 
OPTIONAL JUMPER TO 
□RIVER’S DOME SWITCH 
(USE THE SAME TERMINAL AS 
ORANGE WIRE TO DRIVER'S DOME) 

5. CONNECT LONGER WIRE OF 

OPTIONAL JUMPER TO INTERIOR 
LIGHT SWITCH (USE THE SAME 
TERMINAL AS BLACK WIRE 
TO DOME LIGHTS) . 



1 nomas 


|. Ifl ^ 



52003512 B 


INTERIOR LIGHTING 

Option: B3255-04-000 
End Date: 9/5/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

OTY 


AfcF 

770006-3 

14-20 BA. TERMINAL. RECEPTICAL. 

5 

10 

AMP 

770004-3 

10-12 GA. TERMINAL. RECEPTICAL. 

. 


AMP 

770021-1 

9 POSITION CONCCTOR. PLUS. 

1 

DIODE A 


. 

6 AMP. 400 VOLT 

1 


LEAD • 

a we 

COLOR 

DESCRIPTION 

JP2 

18 

BLACK 

JUPER. ISC AN) 74 

JP3 

16 

BLACK 

JUMPER. JPI AND 76 

JF4 

18 

BLACK 

JUMPER. H AND BK4 

JF5 

16 

BLACK 

JUMPER. JPI AND 76 TO IOC 




. 


JP2 

JUMPER LENGTH 3" 



O BLUE 

CONNECTOR *10 

[STEP/DOOR LIGHTS) 


3=^ 


3J 

±J 


s!~ 

zJ 

si 

®J 


JP4 

JUMPER LENGTH 3" 


JP3 

JUMPER LENGTH 3" 


DIODE A 


JP5 

JUMPER LENGTH 4* 
DIODE A 


5. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. RE F ER TO DWG. *52001136 FOR HARNESS 
srecincATioNS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
Z" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES. ON ALL LEADS. 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 


. 

RING TERMINAL. *10 STUD. 14-16 6A. 

. 

B 

. 


MALE RBCEP., 1/4". 14-16 GA. 


A 


. 

TCMALE FAST-ON, 1/4", 14-16 GA. 

. 


VEtOOR 

PART ♦ 

DESCRIPTION 

OTY 


STANDARD STEPLIGHT AND 
DOOR LIGHT ACTIVATION 

DOOR LIGHT OPTIONS 
B32XX-XX-XXX SRW, DRW 

SPECIAL DOME ACTIVATION 
OPT. B3255- 04-000 



52003941 A 

' Ihomas 

- 

HARNESS, S 
DOME LIGHT 

3 ECIAL 

ACTIVATION 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 


XX 

XX 

S AMP. 400 VOLT. 

1 

DIODE A 

. 

. 

. 



. 

. 

. 

. 



7. SPOT TAPE HARNESS W-ERE NECESSARY. 

6. WHERE -XX* IS INDICATED. USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

5. WHERE -X- IS INDICATED, USE APPROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

4. S TRIP INSULATION BACK 5/8* ON 
UNTERMINATED LEADS. 

3. R EFER TO DWG. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

2. TAG HARNESS FOR IDENTIFICATION. 

5TAMPED AT 


I .CIRC UIT N UMBERS TO I 
ZT INTERVALS. 


NOTES: 


C 

XX 

XX 

MALE BLADE. 1/4", 14-16 6A. V INS. 

X 

a 

XX 

XX 

FORK SPADE, *10 STUD 14-16 0A. 

X 

A 

XX 

XX 

FEMALE PUSH ON. 1/4". 14-16 BA.. INS. 

X 

CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 

1, Z, 3 

CARLING 

999 1671 GOO 1 

SWITCH CONNECTOR 

3 

PED 

1 20 1 50G9 

18-ZO GA TERMINAL 

2 

PED 

1 20 1 5070 

14- 16 GA TERMINAL 

10 

9 

AMP 

770005- 1 

14-20 GA. TERMINAL, PIN. 

1 1 

AMP 

770003-3 

10-12 GA. TERMINAL. PIN. 


AMP 

770029- 1 

12 POSITION CONNECTOR. CAP. 

1 

ID 

AMP 

770005- 1 

I4-Z0 GA. TERMINAL. PIN. 

9 

AMP 

770D03-3 

10-12 GA. TERMINAL, PIN. 


AMP 

770D2B- 1 

9 POSITION CONNECTOR, CAP. 

1 

DIODE 

A 







E AMP, 400 VOLT 

4 






DOME LGT . SWITCH 
CONNECTOR »l 


DOME LST . SWITCH 
CONNECTOR *2 


COMPARTMENT LIGHT 
CONNECTOR «3 


(REAR 

VIEWJ 

70 

zJ 

GN/JP 

ii 

±J 

eJ 

H 

eJ 

3j 

I9C 

gJ 

1 

.0 


I .5 


(REAR 

VIEW) 


(REAR 

VIEW) 

bJ 

70 

zJ 

GN/JP 


Bj 

70 

zJ 

GN/JP 

ij 

±J 


ii 


H 

hJ 


iJ 

H 

sJ 

aJ 

1 9 

6j 


3j 

20 

§J 

1 

.0 




i 

.0 


2.25 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG . #52001 I 3S FOR HARNESS 
SPECIFICATIONS. 

3. SPIRAL TAPE BODY OF HARNESS FROM 
CONNECTOR 9 UP TO CONNECTOR 3. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B n 
•cr. ON ALL LEADS. 


DIODE A 

TYPICAL 4 PLCS . 


NOTE : 

CIRCUITS 19 AND I 9C ORIGINATE 
IN CONNECTOR 9 AND TERMINATE 
IN CONNECTORS I AND 2. JP2 AND JP3 
ORIGINATE AT THIS LOCATION AND 
TERMINATE IN CONN. #10. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

H 

14 

RED 

1 2V+ IGN. FROM FUSE PANEL. 

BK4 

10 

BLACK 

FROM SWITCH TO DOME RELAY l + ) . 

40 

1 G 

BROWN/WHITE 

MARKER LIGHTS FEED. 

7D 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS ( +■ ) 

GN/JP 

1 B 

BREEN 

GROUND, SWITCH LIGHT JUMPER C-l . 

20 

1 E 

WHITE/BLACK 

FEED TO COMPARTMENT LIGHT. 

ISC 

IG 

BLACK/WHITE 

INTERIOR LIGHTS (REAR) 

74 

1 6 

BLACK/RED 

STEP LIGHTS FEED (-hi 

19 

16 

BLACK 

INTERIOR LIGHTS FEED (OPT.) 

76 

16 

BLACK/YELLOW 

DOOR LIGHTS FEED C+J 

JPI 

IG 

BLACK/DR ANGE 

FEED FROM STEP/DOOR RELAY. 

JP2 

IG 

RED 

ISOLATED FEED FROM DOME SWITCHES, 

JP3 

IG 

□RANGE 

ISOLATED FEED FROM DOME CIRCUIT. 














O blue 

CONNECTOR #9 

COOME/STEP HARNESS) 


2.25 


38.5 


i 

H 

Jj 

76 

74 

zl 

70 

U 

40 

5j 

BK4 

6j 

GN/JP 

zJ 

JP2 

ZJ 

JP3 

ZJ 

JP 1 


O BLUE 

CONNECTOR #10 

* LGT. ACT.] 



70 

ZJ 

GN/JP 

ZJ 

U 

sJ 

sJ 

H 

20 

JP 1 

zl 

b] 

£j 

74 

i g 

76 

'A 

H 

A 

40 

I9C 

BK4 




(DOSI 



OCX) 



©o© 

©-nj 




3.5 


D 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL. *10 STUD. 14-16 GA . 


B 



MALE RECEP., 1/4", 14-16 6A . 


A 



FEMALE FAST-DN, 1/4", 14-16 GA . 



VENDOR 

PART # 

DESCRIPTION 

OTY 


□OME/STEP LIGHTING 
OPTION B3 255 -04 -000 IN 
COMBO WITH B 3250 -00 -000 



52003942 A 

Ihoinas 



£| 


HARNESS, D 
ACTIVATION 

Option: B3255 
W/B32 

DME 

-04-000 

50-00-000 
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FOR MVP-ER, MVP-EF, 
ER TRANSIT 


FOR CONVENTIONAL 


I 6BL 




GND 


6ND 


INTERIOR 

LIGHT 

P/N 52002578 


EXTERIOR 

LIGHT 

P/N 52000 I I 8 



LIGHTS, INTERIOR/ 
EXTERIOR ON A.D.A. 
SIDE DOOR 


Option: B3265-00-001 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


CARLING 

9991671 6001 

SWITCH CONNECTOR 

3 

1 , 2, 3 

PED 

XX 

IB-20 GA TERMINAL 

X 


PED 

XX 

14-16 GA TERMINAL 

X 


AMP 

XX 

14-20 GA. TERMINAL, PIN. 

X 

9 

AMP 

XX 

10-12 OA . TERMINAL, PIN. 

X 


AMP 

7700Z9- 1 

12 P05ITI0N CONNECTOR, CAP. 

1 


AMP 

XX 

14-20 GA. TERMINAL, PIN. 

X 

10 

AMP 

XX 

10-12 GA. TERMINAL, PIN. 

X 


AMP 

77002B- 1 

9 POSITION CONNECTOR, CAP. 

1 


USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 


2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B” 
ON ALL LEADS. 


DOME LGT . SWITCH 
CONNECTOR *1 


[REAR 

VIEW) 

7D 

zJ 

SN/JP 



iJ 

H 

3 

3 1 

~ i \Q 

1 9C 

El 

1 

.0 


COMPARTMENT LIGHT 
CONNECTOR *2 
(REAR VIEWJ 


DRIVERS DOME LGT. 
CONNECTOR *3 


eJ 

70 

GN/JP 

ij 

±J 

eJ 

H 

sJ 

eJ 

20 

£j 


I .0 


CREAR 

VIEW) 

eJ 

70 

3 

GN/JP 

3 

eJ 

2] 

H 

eJ 

eJ 

605 

eJ 

1 

.0 


SPIRAL TAPE - 


ir^ 

2 

si 

H 

74 

70 

±1 

si 

si 

40 

BK4 

GN/JP 

zJ 

si 

si 

I9C 

76 

JP 1 


O BLUE 

CONNECTOR * I 0 

tSTEP/DOOR LST . ACT.) 



@oo® 

DOOO 

©OOCD 




®o® 



DOO 



©OCD 






LEAD # 

AWG 

COLOR 

DESCRIPTION 

H 

14 

RED 

1 2V+ IGN. FROM FUSE PANEL. 

BK4 

10 

BLACK 

FROM SWITCH TO DOME RELAY ( + ) . 

40 

16 

BROWN/WH I TE 

MARKER LIGHTS FEED. 

70 

IS 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+1 

GN/JP 

10 

GREEN 

GROUND. SWITCH LIGHT JUMPER C-) . 

74 

16 

BLACK/RED 

STEP LIGHTS FEED U) 

19 

14 

BLACK 

INTERIOR LIGHTS FEED COPT.) 

76 

16 

BLACK /YELLOW 

DOOR LIGHTS FEED C + ) 

20 

IE 

WHITE/BLACK 

FEED TO COMPARTMENT LIGHT. 

I9C 

16 

BLACK/WHITE 

INTERIOR LIGHTS (REAR) 

JPI 

16 

BLACK /ORANGE 

FEED FROM STEP/DOOR RELAY K4 . 

GO 5 

IG 

ORANGE 

FROM DRIVER'S DOME LGT SWITCH TO DOME LGT 










O BLUE 

CONNECTOR #9 

(OOME/STEP HARNESS) 


3 

70 

GN/JP 

ZJ 

±1 

zJ 

zJ 

H 

20 

JP 1 

zJ 

zl 

zJ 

74 

19 

76 

I°l 

llI 

2l 

40 

1 9C 

BK4 


DOME/STEP LIGHTING 

OPTION B 3 230 -03 -000 (OVERHEAD SWITCH) 


D 

XX 

XX 

BUTT SPLICE, 14-IG GA BLUE. 

X 

c 

XX 

XX 

RING TERMINAL, *10 STUD, 14-16 GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14-16 GA . 

X 

A 

XX 

XX 

FEMALE FAST-ON. 1/4". 14-16 GA. 

X 


VENDOR 

PART * 

DESCRIPTION 

OTY 



52004886 B 

IhemAs 


HARNESS, S\ 
DOME AND S 

Option: B3230 
Effective Date 
End Date: 2/1 

N. WIRING, 
TEP LIGHT 

-03-000 

1/29/01 

3/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

QTY 


CARLING 

999 1 67 1 BOO 1 

SWITCH CONNECTOR 

3 

1 . Z, 3, 4 

PED 

XX 

IB-20 GA TERMINAL 

X 


PED 

XX 

14- IG GA TERMINAL 

X 


AMP 

XX 

14-20 GA. TERMINAL, PIN. 

X 

9 

AMP 

XX 

10-12 GA. TERMINAL, PIN. 

X 


AMP 

770029- 1 

12 POSITION CONNECTOR. CAP. 

1 


AMP 

XX 

14-20 GA. TERMINAL, PIN. 

X 

10 

AMP 

XX 

10-12 GA. TERMINAL, PIN. 

X 


AMP 

770020- 1 

9 POSITION CONNECTOR, CAP. 

1 


DOME LBT . SWITCH 
CONNECTOR *1 
(REAR VIEW) 


COMPARTMENT LIGHT 
CONNECTOR »2 
(REAR VIEW) 


DRIVERS DOME LGT. 
CONNECTOR *3 
(REAR VIEW) 


7. WHERE "X" IS INDICATED, USE APROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 


5. U5E WIRE TIES TO HOLD HARNESS 

WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 


2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 

TES: INTERIOR LGT. REAR 

CONNECTOR * 4 


aj 

70 

GN/JP 

ij 

±1 

id 

H 


3] 

1 9 

1 BP 

il 

1 

.0 


Ml 


70 

GN/JP 

ij 

±J 


I] 

H 


ij 

aj 

20 


1 

.0 


A 0 



2.0 


Ml 

70 

31 

GN/JP 

ii 

id 

id 

JP2 

5j 

ll 

605 

eJ 

1 

.0 

.0 

A, 

/ 

2 . C 
/ 


2.0 2.0 


NOTE: WHEN INSTALLING 
ON FORD CHASSIS JPZ 
MUST BE CONNECTED TO H. 

WHEN INSTALLING IN GM CHASSIS 
JPZ MU5T BE CONNECTED 
TO GN/JP 


O BLUE 


A 




®0<3 



DOC) 



©0(3 




NOTE: IF SWITCH IS NOT USED IN 
CONNECTOR 4 THEN PLUG JMP I 9C AND 
I9D TOGETHER. OTHERWISE, LEAVE UNPLUGGED 
AND TAPED UP TO AVOID SHORTING. 



il 

I 

H 

74 

70 

±1 


il 

40 

BK4 

GN/JP 


I 

£j 

I9C 

76 

JP 1 



LEAD * 

AWG 

COLOR 

DESCRIPTION 

H 

14 

RED 

1 2V+ IGN. FROM FUSE PANEL. 

BK4 

IB 

BLACK 

FROM SWITCH TO DOME RELAY (+) . 

40 

16 

BRDWN/WHITE 

MARKER LIGHTS FEED. 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS < + ) 

GN/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-). 

74 

16 

BLACK/RED 

STEP LIGHT5 FEED U) 

19 

14 

BLACK 

INTERIOR LIGHTS FEED (OPT.) 

7G 

16 

BLACK /YELLOW 

DOOR LIGHTS FEED (+) 

20 

16 

WHITE/BLACK 

FEED TO COMPARTMENT LIGHT. 

I9C 

16 

BLACK/WHITE 

INTERIOR LIGHTS (REAR] 

JPI 

16 

BLACK /ORANGE 

FEED FROM STEP/DODR RELAY K4. 

605 

IG 

ORANGE 

FROM DRIVER'S DOME LGT SWITCH TO DOME LGT 

I9D 

16 

BLACK /WHITE 

INTERIOR LIGHTS (REAR) 

JP2 

16 

GREEN/WHITE 

JUMPER TO DRIVER’S DOOR LIGHT SWITCH 


O BLUE 

CONNECTOR #9 

( ODME/STEP HARNESS) 


@00® 

DOOO 

@00(3 


u 

70 

GN/JP 

in 

3 

sj 

m 

H 

20 

jpi 


1 ] 

m 

74 

1 9 

76 

Ll 

LiJ 


40 

1 9C 

BK4 


D 

XX 

XX 

BUTT SPLICE, 14— 1 6 GA BLUE. 

X 

c 

XX 

XX 

RING TERMINAL, #10 STUD, 14-16 GA . 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14-16 GA . 

X 

A 

XX 

XX 

FEMALE FAST -ON. 1/4”, 14-16 GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

DTY 


DOME/STEP LIGHTING 

OPTION B3 23 0-03- 000 (OVERHEAD SWITCH) 



52005329 C 

' Ihomas 


HARNESS, SI 
DOME AND S 

Option: B3230 
Effective Date 
End Date: 9/5/ 

rEP WIRING, 
TEP LIGHT 

-03-000 

2/19/02 

02 
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CONN 

VEFCOR 

PART • 

DESCRIPTION 

QTY 


LEAD • 

AW0 

COLOR 

DESCRIPTION 


AMP 

770006-3 

14-20 OA. TERMINAL. RECEPTICAL. 

5 


JPZ 

ia 

BLACK 

JUMPER, IOC AND 74 

10 

AMP 

770004-3 

10- 12 OA. TERMINAL. RECEPTICAL. 

. 


JPS 

16 

BLACK 

JUPER, JPI AND 76 


AMP 

770021-1 

9 POSITION CONNECTOR. PLUS. 

1 


JP4 

IB 

BLACK 

JUMPER, H AM) BK4 









, 












4 . STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

3. REFER TO DWG. *52001 136 FOR HARNESS 
SPECIFICATION . 

2. TAG HARNESS rOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMP ED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES, °N ALL LEADS. 


STANDARD STEPLIGHT AND 
DOOR LIGHT ACTIVATION 


D 

. 

, 

BUTT SPLICE, 14-16 OA BLUE. 

• 

C 

. 

. 

RING TERMINAL, *10 STUD, 14-IB GA. 


B 

. 

. 

MALE RBCEP.. 1/4”. 14-16 BA. 

. 

A 

. 


rEMALE r AST-ON. 1/4". 14-16 9A. 

. 


VENDOR 

PART • 

DESCRIPTION 

QTY 


DOOR LIGHT OPTIONS 
B32XX-XX-XXX SRW, DRW 



HARNESS, STANDARD 
DOME/STEP LIGHT 
ACTIVATION 

Option: B32XX-XX-XXX 
End Date: 9/5/02 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

QTY 


AMP 

770006-3 

14-20 BA. TERMINAL. RECEPTICAL. 

S 

10 

AMP 

770004-3 

10-12 GA. TERMINAL, SCEPTICAL. 



AMP 

770021-1 

9 POSITION COMECTOR. PLUG. 

1 


LEAD • 

AV0 

COLOR 

DESCRIPTION 

JP2 

ie 

BLACK 

JUMFER. 40 AND BK+ 

JP3 

16 

BLACK 

JUMPER. 74, 76. AND JPI . 

, 



. 

. 

. 

. 

. 


JP2 

JUMPER LENGTH 3' 



O BLUE 

CONNECTOR #10 

(STEPLIQHT SWITCH CONNECTOR! 


JP3 

JUMPER LENGTH 3" 


♦ .S TRIP INSULATION BACK 3/B" ON 
UNTERMINATEO LEADS. 

3. R EFER TO DWS. >52001 I3S FOR HARNESS 
SPECIFICATIONS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRC UIT N UMBERS TO BE STAMP ED AT 
4" INTERVALS WITH THE PREFIX "B* 
NOTES. ALL LEADS. 


0 


. 

BUTT SPLICE. 14-16 BA BLUE. 

. 

C 

. 


RINB TERMINAL. *10 STUD. 14-IB GA. 

. 

B 


. 

MALE RECEP.. 1/4”. 14-16 8A. 

. 

A 

. 


FEMALE FAST-ON, 1/4”, 14-16 BA. 



VENDOR 

PART • 

DESCRIPTION 

OTY 


STEPLIGHT ACTIVATION 
OPTION B3290-00-000 

DOOR LIGHT OPTIONS 
B32XX-XX-XXX 



52003677 C 

homas 


|' iTBlumrirw 

H 


HARNESS, D 
LIGHT 

Option: B3290 
End Date: 9/5/ 

3ME/STEP 

- 00-000 

02 
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ENTRANCE DOOR 
SWITCH 


TO TAIL 
LIGHTS 


OPTION 


STEPWELL 

LIGHT 



B3290-00-000 


SWITCH ENABLING STEP LIGHT TO OPERATE 
AUTOMATICALLY WHEN ENTRANCE DOOR IS 
OPENNED AND MARKER LIGHTS ARE ON. 



80520360 A 

• Ifion^s 

| . eUDEDEHES®'! i 

STEP LIGHT 

SWITCH 
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ENTRANCE DOOR 
SWITCH 


20 AMP 


STEPWELL 

LIGHT 


TO 

IGNITION 



OPTION B5290- 02-000 

SWITCH ENABLING STEP LIGHT TO OPERATE 
AUTOMATICALLY WHEN ENTRANCE DOOR IS 
OPENNED AND IGNITION SWITCH IS ON. 



80520360 A 

• Ifion^s 

| . | 

STEP LIGHT 

SWITCH 
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CDNN 

VENDOR 

PART * 

DESCRIPTION 

OTY 


AMP 

77000G-3 

14-20 GA. TERMINAL, RECEPTICAL. 

5 

10 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 



AMP 

77D0Z 1 - 1 

9 POSITION CONNECTOR, PLUG. 

1 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

JPZ 

IB 

BLACK 

JUMPER, H AND BK4 

JP3 

16 

BLACK 

JUMPER, 74. 76, AND JP 1 . 










JP2 

JUMPER LENGTH 3" 



O BLUE 


CONNECTOR # I 0 

(STEPLIGHT SWITCH CONNECTOR) 


ID 

zj 

jsl 

±J 



zl 

zJ 



9j 


JP3 

JUMPER LENGTH 3” 


5. STRIP INSULATION BACK 3/B” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNESS 
SPECIFICATIONS. 


FOR 3"- 

2. TAG HARNESS FOR IDENTIFICATION. 


3. FULLY TAPE BREAKOUTS 
2” SPACING OTHERWISE. 


I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B n 
NOTES- 0N ALL LEADS ' 


D 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14-IG GA . 


B 



MALE RECEP.. 1/4”, 14-16 GA , 


A 



FEMALE FAST-ON, 1/4", 14-16 GA . 



VENDOR 

PART - 

DESCRIPTION 

QTY 


STEPLIGHT ACTIVATION 
OPTION B3290-02-000 

DOOR LIGHT OPTIONS 
B32XX-XX-XXX 



52003931 B 

ihoinas 


1' l!lSUMim£L 

H 


HARNESS, SI 

Option: B3290 
End Date: 9/5/ 

rEP LIGHT 

-02-000 

02 
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CONN 


VENDOR 


PART 


LEAD 


DESCRIPTION 


DESCRIPTION 


999 I 67 I 600 I 


SWITCH CONNECTOR 


IB- 20 GA TERMINAL 


14-IG GA TERMINAL 


77000G-3 


14-20 GA. TERMINAL, RECEPTICAL. 


AMP 

AMP 


770004-3 


10-12 G A . TERM I NAL, RECEPT I CAL . 


9 POSITION CONNECTOR. PLUG. 


DIODE 

A 


G AMP, 4D0 VOLT 


5. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 1 36 FOR HARNESS 
SPECIFICATIONS. 

3. SPIRAL TAPE HARNESS FROM CONN. 10 
TO CONN . I 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
NOTES’ 0N ALL LEADS - 


COLOR 


JP I 
74 
I9C 
70 

GN/JP 

H 

BK4 

7G 

JP2 


16 

16 

16 

IB 


BLACK/ORANGE 

BLACK/RED 

BLACK/WHITE 

WHITE/BLACK 

GREEN 

RED 

BLACK 

BLACK/YELLOW 

RED 


FROM 5TEP/D0DR RELAY. 

STEP LIGHTS FEED 1 ■+ ) . 

DOME FEED (REAR) THROUGH DIODE. 
SWITCH PANEL LIGHTS C+) 

GRDUND, SWITCH LIGHT JUMPER C-J . 
TO FUSE PNL . ( IGN. ) 

FROM SWITCH TD STEPLIGHT RELAY. 
DODR LIGHTS FEED <+) 

JUMPER. SWITCH TO 74 THRU DIODE . 


5TEP/OOOR LIGHT SWITCH 
CONNECTOR * I 
(REAR VIEW) 


IJ 

70 

zT^ 

GN/JP 

j 

±1 

H 

BK4 

=J 

2J 

£j 

JP2 






I .75 


STAGGER SPLICE CONNECTIONS 
TO ELIMINATE BULK. 




H 

IT 

74 

70 


5j 

BK4 

sj 

GN/JP 

zJ 

9C 

zJ 

76 

JPI 




STEP/DOOR OPTION 

_ 




• IpitiwiK*' 

52003686 A 

D 



BUTT SPLICE. 14-16 GA BLUE. 


B3290 03 000 SRW, DRW 


C 



RING TERMINAL. *10 STUD. 14-16 GA . 




B 



MALE RECEP.. 1/4”. 14-16 GA. 



HARNESS, STEP/DOOR 
COMBINATION 

A 



FEMALE FAST-ON. 1/4”. 14-16 GA . 




VENDOR 

PART « 

DESCRIPTION 

QTY 










Option: B3290-03-000 
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STROBE LAMP 


O 


o 


POWER PACK 



o 


o 



DURING INSTALLATION 

CF STROBE LJW . 


CD 


NOTES : 

I . POWER PACK, STROBE LAMP, 
INPUT POWER CABLE, AND 
AMP CONNECTOR ARE PART 
OF KIT #52002574. 


T3 


INPUT POWER CABLE 


STROBE LIGHT 
SWITCH 
52002093 


ncirara 

1 iii a + i(b+ 

115- 

DHGtSG 

a 

i t 

IIE+ 110+ 


FROM BODY 
50LEN0ID 
( ACC I 




52002582 A 

IhemAs 

1' 


STROBE LIGl 
MOUNTED, S 
MODEL #205- 

HT, ROOF 
PECIALTY 

202 
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CONN 

VENDOR 

PART ♦ 

DESCRIPTION 

CITY 

1 

CARLING 

999IG7I GOOI 

SWITCH CDNNECTOR 

1 

PED 

1 20 1 5B69 

10-20 GA TERMINAL 

2 

PED 

1 20 1 5B70 

14-16 GA TERMINAL 

3 

4 

AMP 

770006-3 

14-20 GA. TERMINAL, RECEPTICAL. 

4 

AMP 

77D0D4-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

77002 1 - 1 

9 POSITION CONNECTOR, PLUG. 

1 

RELAY 

K 1 

HELLA 

B7I22 

HOUSING-RELAY, 5 POSITION. 


INTERLOCK 


TERM INAL -FEMALE, 1/4”, 14-16 GA . 


INTERLOCK 


TERM INAL -FEMALE, 1/4", 10-12 GA. 



5. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAK0UT5 FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION . 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 

-o. ON ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

70 

10 

WHITE/BLACK 

SWITCH PANEL LIGHTS 

( + ) 

GN/JP 

10 

GREEN 

GROUND, SWITCH LIGHT 

JUMPER <-> . 

R 

14 

RED 

FROM FUSE PNL . (IGN. 

) I2V+ 

3B 

IG 

PURPLE /BLACK 

STROBE LIGHT FEED Cl 2V+ ) 










STEP/ODOR LIGHT SWITCH 
CONNECTOR *1 


CREAR 

VIEW3 

ej 

70 

zJ 

GN/JP 

±1 

g - 

2j 

R 

sj 

oTE 

CD 

38 

I 

.0 


Oblue 

CONNECTOR #4- 

( STROBE LIGHT CONNECTOR) 



SPIRAL TAPE 


3 

zJ 

zl 

R 

70 

5j 

GN/JP 

6j 

38 

zJ 

zJ 

A 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL. #10 STUD. 14-16 GA . 


B 



MALE RECEP., I/4-", 14- IG GA . 


A 



FEMALE FAST-ON, 1/4", 1 4- 1 G GA . 



VENDOR 

PART ♦ 

DESCRIPTION 

QTY 


STROBE LIGHT WIRING 
NORMAL OPERATION (SWITCH ONLY: 
M I NOT OUR SRW, DRW 


52003714 B 


HARNESS, STROBE 
LIGHT NORMAL 
OPERATION 

End Date: 9/6/02 
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nniuiiiGif 1 


SYSTEM OPBHATDN 


STROBE LIGHT 
SWITCH 
CREAR VIEW) 


sl 

70 

© 

0N/vP 

ii 

© ' 

§j 

R 

si 

30 

§J 

30 








h 





©®©® 


O BLUE 
CONNECTOR #4- 
P/N 52003714- 


O BLUE 





(DOO 

DOO 

©ocg 


® © 


O GREEN 

CONNECTOR * I 
(SWITCH PANEL HARNESS] 


3 


O GREEN 
cc 

MA 

f 


©OOOa 

DOOOO 

tipponi 


MI NOTOUR BODY 
FRONT 


© 


® 


© 


ORED 

CONNECTOR » I E 

[MAIN KIDY FFOSTI 


©ooa 

DOOO 

r n 

®ooca 



®- 


ORED 

CONNECTOR »IG 

CHAIN HXIY REAR) 


/ 


\ 


5TR0BE LIGHT 


REAR 



STROBE LIGHT ACTIVATION 
NORMAL OPERATION 
MINOTOUR SRW, ORW 


STANDARD STROBE 
LIGHT 


End Date: 9/6/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 

1 

CARLING 

999 IE7 IGOOI 

SWITCH CONNECTOR 

1 

PED 

1 ZO 1 5BG9 

IB -20 BA TERMINAL 

2 

PED 

1 20 1 5B70 

14- IB GA TERMINAL 

4 

4 

AMP 

770006-3 

14-20 GA. TERMINAL. RECEPTICAL. 

5 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

77002 1 - 1 

9 POSITION CONNECTOR. PLUG. 

j 

RELAY 

K 1 

HELLA 

B7IZZ 

HOUSING-RELAY, 5 POSITION. 


INTERLOCK 


TERM INAL -FEMALE, 1/4", 14-16 GA. 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA. 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWB . #52001136 FOR HARNE55 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBER5 TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 
NOTES' 0N ALL LEADS. 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

az 

16 

BLUE 

FROM WARNING FLASHER, STOP ARM C+) 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+-J 

GN/JP 

19 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

R 

10 

RED 

FROM FUSE PANEL ( IGN . ) 

BK3 

IB 

BLACK/RED 

TO STROBE RELAY. (+5 TRIGGER. 






STEP/DOOR LIGHT SWITCH 
CONNECTOR #1 


(REAR 

VIEW) 

ej 

70 

zl 

GN/JP 

iJ 

BK3 

±J 

iJ 

B2 

5] 

R 

3] 

ej 

BK3 

1 

.0 


4S.0 

5PIRAL TAPE 


Oblue 

CONNECTOR #4- 

( STROBE LIGHT CONNECTOR] 



8Z 

BK3 

zJ 

R 

aJ 

70 

5j 

GN/JP 

Zl 

zJ 

zJ 

zJ 


□ 



BUTT SPLICE. 14- IS GA BLUE. 


c 



RING TERMINAL. • 1 0 STUD. 14-16 GA. 


B 



MALE RECEP., 1/4”, 14- IB GA . 


A 



FEMALE FAST-ON, 1/4”, 14-16 GA . 



VENDOR 

PART * 

DESCRIPTION 

□TY 


STROBE LIGHT WIRING 
B357G-00-000 SRW, DRW 



HARNESS, STROBE 
LIGHT 


Option: B3576-00-000 
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STROBE LIGHT ACTIVATION 
OPTION B357G-00-000 
MI NOTOUR 5RW, DRW 


STROBE LIGHT 

Option: B3576-00-000 
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O GREEN 

CONNECTOR • 


MI NOTOUR BODY 




STROBE LIGHT 

Option: B3576-01-000 
End Date: 9/6/02 
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CONN 

VDOOR 

PART • 

s 

£ 

I 

OTY 


CARLINS 

99916716001 

SWITCH CONNECTOR 

1 

40 

FED 

12004690 

10-12 OA TERMINAL 

1 


KD 

I20IBB70 

14-16 QA TERMINAL 

1 


LEAD * 

AW0 

COLOR 

DESCRIPTION 

3B 

16 

PUNPLE/BLACX 

STROBE LIBHT 

• 

. 

. 


• 

• 

• 

, 

. 

• 

• 

. 


STOKE LIGHT 
CONNECTOR *29 
(REAR VIEW) 



3 

i! 

ii 

• 


*J 

• 

• 

1) 

38 

38 

•1 

3a 




5 .S TRIP INSULATED BACK 3/B" ON 
UNTERM I MATED LEADS. 

4. HfcJ-bH TO DWG. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3*- 
2 " SPACING OTHERWISE. 

2. TAB HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAM PED AT 
4- INTERVALS WITH THE PREFIX "B" 
NOTES: ®N ALL LEADS. 


CONNECTOR # 4 CAVITY # 7 


A(3b)— ,,. c 


I .0 


OPTION 


A 1 AMP 

1 770006-3 

1 14-16 6A TERMINAL. RBCEP. 

1 1 

| VENDOR 

| PART • 

DESCRIPTION 

OTY | 


B37XX-XX-XXX 


APPROVED VENDOR: E.S.I 
1200 JAY LANE 
GRAHAM. NC Z725S 



52003329 B 

Ihcjnaj 



E| 


HARNESS, S' 
LIGHT SWITC 

Option: B37X> 

rROBE 

H 

(-XX-XXX 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

OTY 


CARLING 

9991671 6001 

SWITCH CONNECTOR 


1 

PED 

1 20 1 5069 

16-20 GA TERMINAL 



PED 

1 20 1 5B70 

14-16 GA TERMINAL 



AMP 

770006-3 

14-20 GA. TERMINAL, RECEPTICAL. 

2 

4 

AMP 

770004-3 

10-12 GA. TERMINAL. RECEPTICAL. 



AMP 

77002 1 - 1 

9 POSITION CONNECTOR, PLUG. 

1 


HELLA 

07122 

HOUSING-RELAY, 5 POSITION. 


RELAY 

INTERLOCK 


TERMINAL-FEMALE, 1/4”. 14-16 GA . 



INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 I3G FOR HARNESS 

SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE, 

2. TAG HARNE55 FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 
NOTES- 0N ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

JPI 

18 

BLACK 

CIRCUIT JUMPER, 1 68A TO BK3 . 














O BLUE 

CONNECTOR #4 

(STROBE LIGHT CONNECTOR) 



I] 


ll 

+J 

5j 

iJ 

zJ 

• 

bJ 

U 



JPI 

JUMPER LENGTH 
3”TYPICAL . 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14-16 GA . 


B 



MALE RECEP., 1/4”, 14-16 GA . 


A 



FEMALE FAST-ON, 1/4”. 1 4- 1 6 GA . 



VENDOR 

PART * 

DESCRIPTION 

QTY 


STROBE LIGHT WIRING 
B370 I -04-000 SRW, DRW 



HARNESS, STROBE 
LIGHT 


Option: B3701 -04-000 
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SYSTEM OPERATION 

B37D I -04-000 


O blue 0 BLUE 

CONNECTOR #4- CONNECTOR *4 
P/N 52003713 tCPTION HARNESS) 




O GREEN 


O GREEN 


MINOTOUR BODY 


<Z>0® 

I SBA R BK3 



^OOOC 


<yvo- 

S7A 

070- 


POWER RELAY K I 5 
52003303 

[PRIMARY H AH NEBS 1 


STROBE LIGHT ACTIVATION 
OPTION B370 I -04-000 
MINOTOUR SRW, DRW 


<■> 




STROBE LIGHT 

Option: B3701 -04-000 
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C307B) 



RED 




52002177 A 

• ihomas 


STROBE LIG 
(S. CAROLIN 

HT 

*) 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

□TY 


CARLING 

999 1 E7 1 ECO 1 

SWITCH CONNECTOR 


1 

PED 

XX 

18-20 GA TERMINAL 



FED 

XX 

14-16 GA TERMINAL 



AMP 

XX 

14-20 GA. TERMINAL. SOCKET. 

X 

7 

AMP 

XX 

10-12 GA. TERMINAL, SOCKET. 

X 


AMP 

7700ZI - 1 

9 POSITION CONNECTOR, PLUG. 

1 


XX 

XX 

1 AMP, 400 VOLT. 

1 

DIODE A 











LEAD * 

AWG 

COLOR 

DESCRIPTION 

I49A 

IB 

BLACK 

FLASHER POWER DN SIGNAL FEED. 

GN/JP 

10 

GREEN 

LIGHT GROUND. 

559 

10 

WHITE 

LIFT DOOR LATCH SIGNAL ( GND . ) 

29 

IB 

DARK BLUE 

REAR DOOR LATCH SIGNAL (GND.) 

JJ 

10 

RED 

FROM FUSE PANEL (BAT.) ACCESSORY. 

J 

1 B 

RED 

FROM FUSE PANEL CIGN.) ACCESSORY. 

172 

IB 

RED 

FROM BRAKE RELAY. PRIMARY HARNESS. 

5G 

10 

RED 

RED WARNING LIGHT, FEED TO PILOT. 











7. WHERE "X" IS INDICATED, USE APPROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

G. WHERE "XX" IS INDICATED, USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

5. USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 

4. REFER TO DWG. #52001136 FOR HARNESS 
SPECIFICATIONS. 



I 3.0 



3. STRIP INSULATION BACK 3/B” ON 
UNTERMINATED LEADS. 



DIODE A. 

INSTALL DIODE AS 
SHOWN, INLINE ON 
CIRCUIT 559. 

DIODE SHOULD BE 
INSULATED WITH HEAT 
SHRINK . 


O RED 

CONNECTOR #7 

(WARNING LIGHT OPTION! 



JJ 

JJ 

ii 

1 49A 

3] 

29 

±J 

559 

zJ 

GN/JP 

Zj 

J 

zJ 

172 

ej 

56 

9J 


2. TAG HARNESS FOR IDENTIFICATION. 


I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 
ON ALL LEADS. 


NOTES: 


D 

XX 

XX 

BUTT SPLICE. 14-16 

GA BLUE. 


C 

XX 

XX 

RING TERMINAL, *10 

STUD. 1 4- 1 G GA . 


B 

XX 

XX 

MALE RECEP., 1/4", 

14-IG GA. 


A 

XX 

XX 

FEMALE FAST -ON, 1/4 

", 14-IG GA. 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTIONAL WARNING LIGHTS 
B3XXX-XX-XXX 



WARNING PILOT LIGHTS 


Option: 3XXX-XX-XXX 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

OTY 


LEAD • 


COLOR 

DESCRIPTION 


CARLINS 

80816716001 

SWITCH COMECTOR 

, 

5. STRIP INSULATION BACK 3/0” ON 

UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

JPI 

IB 

BLACK 

CONCCTOR JUMPER, 40, 17. A 160. 

1 

FED 

1201 BBS) 

18-20 OA TERMINAL 







FED 

12015070 

14-16 OA TERMINAL 







AMP 

770006- 1 

14-20 OA. TERMINAL. PIN. 

3 

3. FULLY TAPE BREAKOUTS FOR 3”- 

. 


, 


12 

AMP 

770003-3 

10-12 OA. TERMINAL. PIN. 


2” SPACING OTHERWISE. 

2. TAB HARNESS FOR IDENTIFICATION. 

1 .CIRCUIT NUMBERS TO BE STAMPED AT 

4” INTERVALS WITH THE PREFIX ”B" 

NOTES: ALL LEADS. 





AtP 

770020-1 

8 POSITION CONNECTOR, CAP. 

1 



HELLA 

07122 

HOUSINB- RELAY, 5 POSITION. 



RELAY 

K 1 

INTERLOCK 

. 

TERMINAL-FEMALE, 1/4”, 14-16 OA. 



INTERLOCK 

. 

TERknmL-FEMALE, 1/4', 10-12 OA. 

. 




O RED 

CONNECTOR «I2 

awnm libht mNEiai 


c 






MARKER/CLUSTER LIGHTS 
STANDARD ACTIVATION, SRW, DRW 


D 

. 

. 

BUTT SPLICE, 14-16 OA BLUE. 

. 

C 

. 


RING TERMINAL. *10 STUD, 14-16 OA. 


B 

. 

. 

MALE RECEP., 1/4”. 14-16 OA. 

. 

A 

. 


FEMALE FAST-ON. 1/4”, 14-16 OA. 



VENDOR 

PART * 

DESCRIPTION 

OTY 



HARNESS, STANDARD 
MARKER LIGHT 
OPERATION 


End Date: 9/6/02 
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m 


STANDARD MARKER LIGHTING 


I . ALL MARKER/CLEARANCE LIGHTS ACTIVATED WHEN VEHICLE PARK 
LIGHT CIRCUIT IS ENERGIZED. 


O GREEN 


00 © 

0ND5 17 40 


O RED 

CONNECTOR *12 

(OPTION HARNESS] CONNECTOR *12 

P/N 52003EB7 (MARKER LIGHT SWITCH CCNN.) 


Oreo 



06 05 

-oA/O- 

07 A 


079 


POWER RELAY 
52003303 
(SWITCH PANEL HARNESS) 
RELAY K I 



CONNECTOR *13 

CHASSIS INTERFACE 
(SWITCH PANEL HARNESS) 


MARKER/CLEARANCE LIGHTING 
FRONT 


O GREEN 


E&= 


©oooa 

DOOOO 

tQOOffl 


©' 

©< 

<3> c 


©0 


ORED 

CONNECTOR * I 6 
(MAIN BODY FRONT) 


ORED 

CONNECTOR *16 

(MAIN BODY FEAH) 


3 OOC 


STANDARD MARKER LIGHT OPERATION 
M I NOTOUR SRW, DRW 



REAR 





52003701 C 


CLUSTER SWITCH 

Option: B3670-00-000 
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CONN 

VENDOR 

P«T # 

DESCRIPTION 

OTY 


CARLINB 

000 1671 GOO 1 

SWITCH CGNKECTQR 

1 

1 

FED 

I20I5BBO 

IB-20 GA TERMINAL 

2 


PED 

1 2015670 

14-16 3A TERMINAL 

2 


AMP 

77000G-I 

14-20 BA. TERMINAL. PIN. 

B 

12 

A VP 

770003-3 

10-12 BA. TERMINAL. PIN. 



AMP 

770028-1 

0 POSITION CONtECTGR, CAP. 

1 


HELLA 

67122 

HOUSING- RELAY. 5 POSITION. 


RELAY 

INTERLOCK 


TERMINAL-FEMALE. 1/4”, 14-16 8A. 



INTER-OCK 


TERMINAL-FEMALE. 1/4”. 10-12 GA. 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFE R TO 0*6. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2" SPACING OTHERWISE. 

2. TAG HARf^SS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMP ED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES: *LL 


LEAD • 

a we 

COLOR 

DESCRIPTION 

40 

16 

BROWN/WHITE 

MARKER LI8HTS FEED (FRONT) 

ea 

14 

RED 

TO rUSE PANEL CBAT.J 

17 

16 

BROWN 

MARKER LIGHTS FEED (REAR) 

70 

16 

WHITE/BLACK 

SWITCH PANEL LIGHTS (♦> 

SN/JP 

18 

8REEEN 

SfITCH PANEL LIGHTS (-> 


. 

. 



DOE LIFT. WITCH 
CONNECTOR *1 
OEM VIEW) 


sr~ 

70 

r 

WH/JF 

ii 


iJ 

88 

si 

Ho 

17 

5 ‘ 

1 

.0 




O RED 

CONNECTOR *12 

■MARKER LISKT OCMCCTORI 


48.0 


SPIRAL TAPE 




(DOO 
DOO 
®Q( g 


3— 

40 

zj 

17 

ii 

88 

±1 

sj 

Si 

Ii 

70 

®1 

ON/JP 

8j 


0 

. 


BUTT SPLICE. 14-16 GA BLUE. 


c 

. 

. 

RING TERMINAL. *10 STUD. 14-16 BA. 

. 

0 

. 


MALE RECEF., 1/4’. 14-16 04. 


A 

. 

. 

rEMALE FAST-ON. 1/4". 14-16 GA. 

. 


VEMXR 

PART • 

DESCRIPTION 

OTY 


MARKER/CLUSTER LIGHTS 
OPTION B3S70-0 I -000 SRW, DRW 



52003689 A 

lhoina 1 s 



H 


HARNESS, M 
CLEARANCE 

Option: B3670 

ARKER/ 

ACT. 

-01-000 
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o oo o 

IB. 

Ml&HKgR 

'n nrmmwi ' 

oooo 

oooo 


SYSTEM OPERATION 

B3G70-0 I -000 


ONE SWITCH LOCATED ON 5WITCH PANEL TO 
OPERATE THE CLUSTER AND MARKER LIGHTING 
INDEPENOANTLY OF THE HEADLIGHT SWITCH. 


MARKER/CLEARANCE LIGHTING 
ERONT 


O green 


MARKER LIGHT 
SWITCH 
(REAR VIEW) 


00© 


& 

70 

Zl 

QN/JF 

ll 

*1 

£l 

BB 


2l 

4D 

1 7 

El 



O RED 

CONNECTOR * I 2 
(CPTION HARNESS) 

P/N 52003699 


O RED 


(DO® 

DOO 

BOffl 



O"- 1 
©“ — 


©0 




O red 


CONNECTOR *13 

CHASSIS INTERFACE 
(SWITCH PANEL HARNESS) 



MARKER/CLUSTER LIGHT WIRING 
OPTION B3G70-0 I -000 
M I NOTOUR SRW, DRW 


MARKER/CLEARANCE 

LIGHTS 

Option: B3670-01-000 
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DO NOT CONNECT CONN. 
INTERFACE HARNESS. 


10 FROM CHASSIS 


LEFT SIDE 
REAR 

CLEARANCE 

LIQHT-RED 




REAR 
IDENTIFICATION 
LIGHT-RED 




REAR 
IDENTIFICATION 
LIGHT-RED 




REAR 
IDENTIFICATION 
LIGHT-RED 


RIGHT SIDE 
REAR 

CLEARANCE 

LIGHT-RED 




LEFT SIDE 
MARKER 
LIGHT-AMBER 


17 

T 



(OPTIONAL EQUIRENT HAfVESB) 
(FRONT MAIN HAR€E6) __ 



wu 





LEFT SIDE 
FRONT 
CLEARANCE 
LIGHT-AMBER 




FRONT 
IDENTIFICATION 
LIGHT- AMBER 




FRONT 
IDENTIFICATION 
LIGHT- AMBER 




FRONT 
IDENTIFICATION 
LIGHT- AMBER 



RIGHT SIDE 
FRONT 
CLEARANCE 
LIGHT-AMBER 


RIGHT SIDE 
MARKER 
LIGHT-AMBER 


5 AMPERE 


CLEARANCE LIGHT SWITCH 


FROM BODY 
SOLENOID 
(ACC) 



* Ihomas 


|. I fl W ^ M 



52002905 B 


SEPARATE SWITCH FOR 
MARKER LIGHTS 
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FOG LIGHT 
#52001940 


12V 

COLD 

IGN. 




Ihoinas 





FOG LIGHT 


Option: B3680-04-000 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

RELAY 

BLOCK 

Z3 

HELL A 

07122 

HOUSING-RELAY, 5 POSITION. 

XX 

XX 

TERM INAL -FEMALE, 1/4”. 14-ISGA. 

XX 

XX 

TERM INAL -FEMALE, 1/4", 10-12 GA 



B 

XX 

XX 

14- IB GA. BUTT SPLICE, INSULATED 

A 

AMP 

XX 

14- IB, 1/4" FEMALE FAST ON, ULTRA-POD 

CONN 

VENDOR 

PART - 

DESCRIPTION 
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CIR 

GA 

COLOR 

DESCRIPTION 

BAT 

14 

RED 

RELAY FEED, REVERSE LIGHTS. 

29 

1 E 

DARK BLUE 

RELAY TRIGGER, REAR DOOR GROUND SIGNAL. 

170 

14 

BLUE/WHITE 

FEED TO REVERSE LIGHTS, REAR MAIN HARNESS. 

1 70A 

1 4 

BLUE/YELLOW 

REVERSE LIGHT SIGNAL FROM CHA55I5. 

ALRM 

16 

BLUE/YELLOW 

BACK-UP ALARM POSITIVE FEED. 


30 - 170 

05 - 29 

8G - BAT 


07 - 
07A 


BAT 

I 70A, ALRM 


K23 

| 30 

as | 

B7A 

| B6 


07 



BOTTOM VIEW OF 
RELAY BLOCK 
IS SHOWN. 


3.0 


1 . CIRCUIT NUMBERS TD BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 

2. TAG HARNESS FOR IDENTIFICATION. 



52004747 A 


HARNESS, REVERSE 
LIGHT 

Option: B3281 -00-000 



O BLUE 
CONNECTOR *2 

[SWITCH PANEL HARNESS! 


O BLUE 

CONNECTOR *2 

(MAIN BODY FHONT1 



© 


O FED 

CONNECTOR » I 3 
CHASSIS INTERFACE 
(SWITCH PANEL HARNESS] 


oa 

DO 

oa 


O BREEN 

CONNECTOR -17 

(MAIN BDDY FRDNT) 



o BREEN 

CONNECTOR »I7 

(MAIN BODY HEAR) 



©© 


CIRCUIT IS SPLIT AT 
LIGHT MONITOR CONNECTOR 
LOCATED IN THE FRONT 
MAIN HARNESS. 


REVERSE LIGHTING 



29 

© 



ORED 

CONNECTOR * IS 

(MAIN SCOT FRDNT] 


ORED 

CONNECTOR # I G 
[MAIN BCOY REAR! 


oooc 


DOOO 


OOOC 

J 

© 

29 



REVERSE LIGHT 

End Date: 9/5/02 
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LEAD 


GND 

LGT 


* 

AWG 

COLOR 

DESCRIPTION 


IG 

WHITE 

ENGINE LIGHT GROUND 


16 

BLACK 

ENGINE LIGHT FEED 



CONVOLUTED TUBING (SEE NOTE 7 ) — 


B.U5E BLACK SLIT POLYMIDE OR NYLON HEAT 
RESISTANT CONDUIT OF MINIMUM SIZE WITH A 
MINIMUM OF 120 DEGREES CENTIGRADE CONTINUOUS 
OPERATING TEMPERATURE WHERE INDICATED. SECURELY 
TAPE CONDUIT TO HARNESS ON ENDS. 

7. SPOT TAPE HARNESS WHERE NECESSARY. 

6. WHERE "XX" IS INDICATED. USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

5. WHERE "X" IS INDICATED, USE APPROPRIATE 
□UANTITIE5 A5 NEEDED FOR TERMINATION. 

4. STRIP INSULATION BACK 3/9" ON 
UNTERMINATED LEAD5 . 

3. REFER TO DWG. #5200 I I 3E FOR HARNESS 

SPECIFICATIONS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
2" INTERVALS. 


NDTE5 : 
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CIRCUIT 



ACTUATOR 
MARK INGS 


ZD AMP 


FROM FUSE PNL . ^ k"UA>- 

FF (BATT) 1 1 


FF 

16 RD 
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CONNECTOR *3 
ENG. COMP. LIGHT 
(REAR VIEW] 



ENG. COMP. LIGHT 


70 FF GOZ 6N/JP 
0 0 0 0 



rftfer 



ooa 


noo 


ooa 



O BLUE 

CONNECTOR *36 
(HATCH FAN. I . □ . SIGN, 
ENG. COMP., LIGHT) 


O BLUE 

CONNECTOR #3G 
(HATCH FAN, I .D. SIGN, 
ENG. COMP. LIGHT) 


0 0 
FF GO 2 


DROP-OUT #602 LOCATED 
ELECTRICAL CABINET 




FOUR LIGHT 
WARNING SYSTEM 
SECTION 
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CONN 


DESCRIPTION 


1,2 


RELAY 
K I 


SWITCH CONNECTOR 


10-20 GA TERMINAL 


IG GA TERMINAL 


14-20 GA. TERMINAL, RECEPTICAL. 


12 GA. TERMINAL, RECEPTICAL. 


15 POSITION CONNECTOR, PLUG. 


HOUSING-RELAY, 5 POSITION. 


TERM INAL -FEMALE, 1/4", 14-16 GA. 


TERM INAL -FEMALE, 1/4", 10-12 GA. 


5. STRIP INSULATION BACK 3/0” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 1 36 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
N0TE5 ' QN ALL LEADS. 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

K 

16 

RED 

I2V+ IGN. FROM FU5E PANEL. 

56 

i a 

RED 

WARNING LIGHT TD FLASHER, RED. 

57 

IB 

RED 

WARNING LIGHT TO FLASHER, RED. 

59 

IG 

RED/BLACK 

DOOR SIGNAL C GND) TO FLASHER, 

70 

IS 

WHITE/BLACK 

SWITCH PANEL LIGHTS C+) 

GND 

IS 

WHITE 

CHASSIS GROUND. 

GN/JP 

18 

BREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

BKI 

16 

BLACK 

FROM SWITCH TO WELDON RELAY [+) , 










MOMENTARY ACTIVATION 
CONNECTOR »2 


(REAR 

VIEW) 

iJ 

70 

zl 

GN/JP 

ii 

il 

iJ 

GND 

GN/JP 

_5j 

U1 L" 

CO 

Jj 

' 

D 


AAA 



(REAR 

VIEW) 

§J 

70 

zJ 

GN/JP 

J 


A 

K 

A 

A 

BK 1 

A 

BK 1 

V 

J 

1 

0 


II 

IJ 

56 

IJ 

57 

±J 

5J 

7D 

6j 

zJ 

aJ 

K 


l°l 

GND 

59 

ill 

13) 

14| 

BK 1 



O GREEN 



□ 



BUTT SPLICE, 14- 

6 GA BLUE . 


C 



RING TERMINAL, # 

0 STUD, 14-IG GA. 


B 



MALE RECEP . , 1/4 

', 14- IG GA. 


A 



FEMALE FAST-DN, 

/A", 14-IG GA , 

3 


VENDOR 

PART * 

DESCRIPTION 

CITY 


OPTION: B3E40-0 I -000 
( SRW, DRW MODELS ONLY) 




• Ifionas 

52003582 B 




HARNESS, FOUR LIGHT 
WARNING SYSTEM 


Option: B3540-0 1-000 
End Date: 9/5/02 
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CONN 

VENDOR 

PART « 

DESCRIPTION 

QTY 


CARLING 

999 1 67 1 600 1 

SWITCH CONNECTOR 

1 

1 

PED 

1 20 1 5069 

10-20 GA TERMINAL 

4 


PED 

1 ZO 1 5070 

14-16 GA TERMINAL 

1 


AMP 

770006-3 

14-20 GA. TERMINAL. RECEPTICAL. 

5 

3 

AMP 

770004-3 

10-12 GA. TERMINAL. RECEPTICAL. 



AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 


HELLA 

07 122 

H0U5 1 NG - RELAY , 5 P05ITIDN. 


RELAY 

INTERLOCK 


TERMINAL-FEMALE, 1/4", 14- IE GA . 



INTERLOCK 


TERMINAL-FEMALE, 1/4”, 10-12 GA. 



5. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNE55 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS. 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

HH 

10 

RED 

1 ZV+ BAT . FROM FUSE PANEL . 

BK 1 

1 B 

BLACK 

FROM SWITCH TO WELDON RELAY (+) . 

56 

1 0 

RED 

WARNING LIGHT TO FLASHER, RED. 

57 

i e 

RED 

WARNING LIGHT TO FLASHER. RED. 

70 

1 0 

WHITE/BLACK 

SWITCH PANEL LIGHTS < + > 

GN/JP 

1 B 

GREEN 

GROUND, SWITCH LIGHT JUMPER <-) . 

GND 

i b 

WHITE 

CHASSIS GROUND . 










MASTEH ACT I VAT ICXvJ 
CONNECTDR ♦ I 
CREAR VIEW) 


li 

70 

zJ 

GND 

GN/_P 

jj 

il 

HH 

5j 

3] 

BK 1 

§J 


AAA 




1 ] 

56 

57 

±i 

jlI 

70 

sj 

zJ 

iJ 

HH 

I0| 

GND 

Lil 

I2| 

I3| 

I4| 

BK 1 

15] 


O GREEN 



CONNECTOR #3 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL, #10 STUD, 14-16 GA . 


B 



MALE RECEP., 1/4", 14- IS GA . 


A 



FEMALE FAST -ON. 1/4". 1 4- 1 6 GA . 

3 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3540-02-000 
( SRW, DRW MODELS ONLY) 



HARNESS, FOUR LIGHT 
WARNING SYSTEM 


Option: B3540-02-000 
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CONN 


VENDOR 


DESCRIPTION 


OTY 


3 


RELAY 
K I 


CARLINS 

PED 

PEP 

AMP 

AMP 

AMP 

HELLA 

INTERLOCK 

INTERLOCK 


999 I G7 I GOO I 
I 20 I 5BG9 
I 20 I 5670 
7700 OG -3 
770004-3 
770023- I 
B7 IZZ 


SWITCH CONNECTOR 
IS-ZD GA TERMINAL 
I 4- I E GA TERMINAL 

14-ZO GA. TERMINAL, RECEPTICAL. 
10-IZGA. TERMINAL, RECEPTICAL. 
15 POSITION CONNECTOR. PLUG. 
HOUSING-RELAY, 5 POSITION. 

TERMINAL-FEMALE, 1/4", 14-IGGA 
TERMINAL-FEMALE. 1/4", 10-12 GA 


5. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 1 3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 
NOTES’ 0N ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCR I PT I ON 

K 

IG 

RED 

12V 4 IGN. FROM FUSE PANEL. 

BK 1 

IS 

BLACK 

FROM SWITCH TO WELDON RELAY ( 4 ) . 

56 

1 B 

RED 

WARNING LIGHT TO FLA5HER. RED. 

57 

IB 

RED 

WARNING LIGHT TO FLASHER, RED. 

70 

IS 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+3 

GND 

1 0 

WHITE 

CHASSIS GROUND. 

GN/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER 1-3 . 

JPI 

IG 

BLACK 

SWITCH JUMPER, TO RELAY. 


















ACTIVATION 
CONNECTOR »2 


(REAR 

VIEW! 

iJ 

70 

GND 

GN/J 3 

il 

±J 

sJ 

JP 1 

=] 

2 ] 

BK 1 

sJ 

1 

0 


AAA 



tREAR 

VIEW) 

iJ 

70 

II 

GN/JP 

j 

±1 

il 

K 

si 

=J 

JPI 

JPI 

1 

0 


SPIRAL TAPE 



il 

56 

57 

±1 

70 

§1 

zl 

il 

K 

£j 

I0| 

GND 

ill 

A 

I3| 

K| 

BK 1 

I5| 


O green 



CONNECTOR #3 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

□TY 

1 

CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

1 

PED 

1 20 1 5GG9 

IB-ZO GA TERMINAL 

5 

PED 

1 20 1 5070 

14-IG GA TERMINAL 

2 

3 

AMP 

77000G-3 

14-20 GA. TERMINAL, RECEPTICAL. 

7 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 

RELAY 

K 1 

HELLA 

07122 

HOUSING-RELAY, 5 POSITION, 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 14-IG GA. 


INTERLOCK 


TERM INAL -FEMALE, 1/4", IQ-12 GA. 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 1 36 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX ”B" 
NOTES- 0N ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCR I PT I ON 

K 

IG 

RED 

1 2V+ IGN. FROM FUSE PANEL. 

BK 1 

16 

BLACK 

FRDM SWITCH TO WELDON RELAY 1+) . 

56 

IB 

RED 

WARNING LIGHT TD FLASHER, RED. 

57 

IB 

RED 

WARNING LIGHT TO FLASHER, RED. 

59 

IB 

RED/BLACK 

DOOR SIGNAL (GND) TO FLASHER. 

70 

10 

WHITE/BLACK 

5WITCH PANEL LIGHTS (4-1 

GN/JP 

10 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

0ND 

10 

WHITE 

CHASSIS GROUND. 






AAA 



2.5 2.5 



MASTER ACTIVATION 
CONNECTOR «l 
(REAR VIEW) 


Il 

70 

ZJ 

GND 

GN/'JP 

±1 

il 

2] 

K 

si 

BK 1 

_GJ 

1 

0 



SPIRAL TAPE 


II 

2j 

56 

II 

57 

±J 

70 

I 

zJ 

iJ 

K 


ID| 

GND 

Lil 

59 

'A 

I3| 

ifl 

BK 1 

I5| 


O GREEN 



O GREEN 


CONNECTOR #3 


D 



BUTT SPLICE, 14- IE GA BLUE. 


C 



RING TERMINAL, #10 STUD, 14-IG GA . 


B 



MALE RECEP., 1/4", 14-16 GA. 


A 



FEMALE FAST-ON, 1/4", 1 4- 1 E GA . 

3 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3540-09-000 
(SRW, DRW MODELS ONLY) 



HARNESS, FOUR LIGHT 
WARNING SYSTEM 

Option: B3540-09-000 
End Date: 9/5/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


AMP 

XX 

I4--IG GA. TERMINAL, RECEPTICAL. 

X 

3 

AMP 

XX 

10-12 GA . TERMINAL, RECEPTICAL. 

X 


AMP 

770022- 1 

12 POSITION CONNECTOR, PLUG. 

1 


HELLA 

07122 

HOUSING-RELAY, 5 POSITION. 

2 

RELAY 

K 1 , K2 

XX 

XX 

TERMINAL-FEMALE, 1/4”, 14-16 GA . 

X 

XX 

XX 

TERMINAL-FEMALE, 1/4”, 10-IZGA. 

X 


NOTE : 


BOTTOM VIEW OF RELAY 
BLOCKS HAS BEEN SHOWN. 
ORIENT BLOCKS SUCH 
THAT MOUNTING TABS ARE 
UPRIGHT AND TOWARD 
FRONT ON FINISHED HARNE55 . 



2 .25 


30 - JPI 
B5 - 59 

BG - JPI 
07 - BZ 
B7A - . 


30 - 59 A 

B5 - GNOA 
BG - I 49A 
07 - GNDA 
B7A - . 




3.0 


6.0 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

59 

IG 

RED/BLACK 

DOOR SIGNAL (GND) TO FLASHER. 

59 A 

16 

RED/BLACK 

DOOR SIGNAL, RELAY K2 TO FLASHER 

82 

12 

BLUE 

FEED TD 5T0P ARM SOLENOID. 

149 

12 

BLACK 

FLA5HER POWER. 

I49A 

IB 

BLACK 

FLASHER MAIN TO RELAY K2 

IGO 

12 

BLACK 

WARNING LIGHT MONITOR FEED. (RED) 

162 

IZ 

ORANGE 

WARNING LIGHT MONITOR FEED. (RED) 

GND 

12 

WHITE 

FLA5HER GROUND. 

GNDA 

IB 

WHITE 

RELAY GROUND 

PLT 

IG 

RED 

PILOT LIGHT FEED FROM CUR. SENSOR 

JPI 

14 

BLUE 

STOP ARM FEED TO RELAY Kl 


1 60 


1 49 

±1 

sj 

IG2 

92 

zJ 

£l 

59 

sj 

LEl 

UJ 

PLT 

!2| 

GND 


O BREEN 

CONNECTOR #6 

(TO SWITCH CABINET HARNESS) 



E 

XX 

XX 

MALE BLADE, 3/16” 14-16 GA . 

X 

□ 

XX 

XX 

FEMALE FAST ON, 1/4” 16-18 GA . 

X 

C 

XX 

XX 

FEMALE FAST ON, 1/4" 10-12 GA. 

X 

B 

XX 

XX 

RING TERMINAL, 3/8” STUD, 10-12 GA . 

X 

A 

XX 

XX 

BUTT-SPLICE, 14-IGGA., INSULATED. 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 


I I .0 


OPTION B3540- I 0-000 
SRW, DRW MODELS 


WHERE "X* IS INDICATED, USE APROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 


4. REFER TO DWG. *52001136 FOR HARNESS 
SPECIFICATIONS. 


2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
ON ALL LEADS. 



52004646 B 

* I horn as 


|' liisuMin^eL 

H 


HARNESS, F( 
WARNING SY 

Option: B3540 
End Date: 9/1 

OUR LIGHT 
STEM 

-10-000 

3/02 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

QTY 


AMP 

XX 

14- IB GA. TERMINAL. RECEPTICAL, 

X 

6 

AMP 

XX 

10-12 GA. TERMINAL. RECEPTICAL. 

X 


AMP 

770D22-I 

12 POSITION CONNECTOR, PLUG. 

1 


HELLA 

07 1 22 

HOUSING -RELAY, 5 POSITION. 

2 

RELAY 

K 1 , KZ 

XX 

XX 

TERMINAL-FEMALE, 1/4", 14- IG GA . 

X 

XX 

XX 

TERM INAL- FEMALE. 1/4". 10-12 GA . 

X 


AMP 

XX 

14-IG GA. TERMINAL. RECEPTICAL. 

X 

6A 

AMP 

XX 

10-12 GA. TERMINAL. RECEPTICAL, 

X 


AMP 

I73B5I -1 

12 POSITION CONNECTOR, PLUG. 

1 



iJ 

1 62 

ZJ 

JPI 

±J 

1 GO 

zJ 

S - 

149 

zJ 

1 49 

zJ 

W~ 

l°l 

111 

59A 

H 

GND 


NOTE: 

BOTTOM VIEW OF RELAY 
BLOCKS HAS BEEN SHOWN. 
ORIENT BLOCKS SUCH 
THAT MOUNTING TABS ARE 
UPRIGHT AND TOWARD 
FRONT ON FINISHED HARNESS. 


30 - jpi 
B5 - 59 

B6 - JPI 
B7 - B2 
B7A - . 


30 - 59 A 

B5 - GNOA 
B6 - 1 49A, 149 

B7 - GNOA 
B7A - . 



K 1 

B7 

86 

07A 

1 85 


1 

30 



K2 

B7 

86 

07 A 

1 85 


1 

30 



3.0 


6.0 


FLASHER 

6.0 CONNECTOR *6A 

(TO WELDEN FLASHER MODULE) 




I I .0 


Jj 

160 

H 

^149 

I49A 

zJ 

5j 

1 6Z 

6j 

82 

zJ 

sj 

59 

zl 

I0| 

ill 

PLT 

Dgnd 

6NDA 


O GREEN 

CONNECTOR #6 

(TO SWITCH CABINET HARNESS) 



LEAD * 

AWG 

COLOR 

DESCRIPTION 

59 

1 6 

RED/BLACK 

DOOR SIGNAL (GND) TO FLASHER. 

59A 

16 

RED/BLACK 

DOOR SIGNAL, RELAY K2 TO FLASHER 

B2 

1 6 

BLUE 

FEED TO STOP ARM SOLENOID. 

1 49 

IB 

BLACK 

FLASHER POWER. 

1 49A 

IB 

BLACK 

FLASHER MAIN TO RELAY K2 

160 

16 

BLACK 

WARNING LIGHT MONITOR FEED. (RED) 

1 62 

16 

ORANGE 

WARNING LIGHT MONITOR FEED. (RED) 

GND 

16 

WHITE 

FLASHER GROUND. 

GNDA 

1 B 

WHITE 

RELAY GROUND 

PLT 

16 

RED 

PILOT LIGHT FEED FROM CUR. SENSOR 

JPI 

IE 

BLUE 

STOP ARM FEED TO RELAY Kl 


7. WHERE "X" 15 INDICATED, USE APRQPRI ATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

G. WHERE "XX" 15 INDICATED, U5E APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

5. SPOT TAPE HARNESS WHERE NECESSARY. 

USE A MINIMAL AMOUNT. 

4 . REFER TO DWG . *5200 I I 36 FOR HARNESS 
SPECIFICATIONS. 

3. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

DN ALL LEADS. 


OPTION B3540- I 0-000 
DRW, DRW MODELS 


A 

XX 

XX 

MALE BLADE, 3/16" 14-16 GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 



HARNESS, FOUR LIGHT 
WARNING SYSTEM 

Option: B3540-1 0-000 
Effective Date: 9/20/02 
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CONN 


VENDOR 


LEAD 


COLOR 


DESCRIPTION 


PART • 


DESCRIPTION 


3 


RELAY 
K I 


CARLINS 
PEP 

RED 

AMP 

AMP 

AMP 

HELLA 

INTERLOCK 

INTERLOCK 


999 I G7 I GOO I 
1 20 I 5SG9 
I20I5B70 
77000G-3 
770004-3 
770023- I 
87122 


SWITCH CDNNECTOR 

18-20 GA TERMINAL 

14- I G GA TERMINAL 

14-20 GA. TERMINAL, RECEPTICAL . 

10-12 GA. TERMINAL, RECEPTICAL. 

15 POSITION CONNECTOR, PLUG. 

HOUSING-RELAY, 5 POSITION. 

TERMINAL-FEMALE, 1/4", I 4- I G GA . 

TERMINAL-FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FDR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS - 


K 

BK I 
5G 
GND 
57 


IG RED 
I G BLACK 
IB RED 
IB WHITE 
10 RED 


I2V+ IGN. FROM FUSE PANEL. 

FROM SWITCH TO WELDON RELAY C+) . 
WARNING LIGHT TO FLASHER, RED. 
CHASSIS GROUND. 

WARNING LIGHT TO FLASHER, RED. 


A A 





IT 

EG 

3j 

57 

iJ 

si 

6j 

zJ 

£j 

K 

ZJ 

!£l 

GND 

ill 

!3l 

ill 

I4| 

BK 1 

IS| 


O BREEN 



CDNNECTOR #3 


□ 



BUTT SPLICE, 14- 

IG GA BLUE. 


C 



RING TERMINAL, # 

10 STUD, 14- IE GA. 


B 



MALE RECEP . , 1/4 

’, 14- IG GA. 


A 



FEMALE FAST-ON, 

1/4", 14- IG GA. 

4 


VENDOR 

PART * 

DESCRIPTION 

□TY 


OPTION: B3540- I 2-000 
(SRW, DRW MODELS ONLY) 




• Ifionas 

52003624 B 




HARNESS, FOUR LIGHT 
WARNING SYSTEM 


Option: B3540-1 2-000 
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CDNN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


CARLING 

999 1 67 1 600 1 

SWITCH CONNECTOR 

1 

1 

PED 

1 20 1 5069 

10-20 GA TERMINAL 

2 


PED 

1 20 1 5970 

1 A — 1 E GA TERMINAL 

2 


AMP 

770D06-3 

14-20 GA. TERMINAL. RECEPTICAL. 

0 

3 

AMP 

770004-3 

10-12 GA. TERMINAL. RECEPTICAL. 



AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 


HELLA 

97122 

HOUSING -RELAY, 5 POSITION. 

1 

RELAY 

INTERLOCK 


TERM INAL- FEMALE, 1/4", 14—19 GA . 

4 


INTERLOCK 


TERM INAL- FEMALE. 1/4". 10-12 GA. 



5. STRIP INSULATION BACK 3/0” ON 
UNTERMINATED LEAD5 . 

4. REFER TO DWG. *52001 1 3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" 5PACIN6 OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
NOTES- QN ALL LEADS - 


MASTER ACTIVATION 
CONNECTOR ♦ ! 
(REAR VIEW! 


ej 

70 

3 

GN/JP 

ii 

±J 

£j 

K 

si 

H 

BK 1 
JPI 

_§J 


AAA 



3D - 

JPI- 

85 - 

59 

86 - 

JPI- 

87 - 

BZ 

87A - 

203 


K 1 

30^ 

85 

87A 

86 


□7 



2 .0 



aT^ 

IJ 

56 

Al 

57 

±i 

70 


zJ 

K 


Ld 

GND 

llI 

59 

L?l 

82 

4 

I4| 

BK 1 

IE| 


O GREEN 



LEAD * 

AWG 

COLOR 

DESCRIPTION 

K 

16 

RED 

I2V+ IGN. FROM FUSE PANEL. 

BK 1 

IG 

BLACK 

FROM SWITCH TO WELDON RELAY (+) . 

5G 

10 

RED 

WARNING LIGHT TO FLA5HER, RED. 

GND 

10 

WHITE 

CHASSIS GROUND. 

70 

10 

WH I TE/BLACK 

SWITCH PANEL LIGHTS (+) 

GN/JP 

IS 

GREEN 

GROUND. SWITCH LIGHT JUMPER (-) . 

JPI 

19 

BLACK 

SWITCH JUMPER, TO RELAY. 

203 

1 B 

WHITE/RED 

OUTPUT FROM RELAY TO CHIME. 

57 

IG 

RED 

WARNING LIGHT TO FLASHER. RED. 

59 

1 0 

RED/BLACK 

DOOR SIGNAL (GND) TO FLASHER. 

02 

14 

BLUE 

OUTPUT FROM RELAY TO THE STOP ARM 






CONNECTOR #3 


D 



BUTT SPLICE, 14-19 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14- IB GA . 


B 



MALE RECEP., 1/4", 14-16 GA . 


A 



FEMALE FAST-ON, 1/4", 14-16 GA . 

5 


VENDOR 

PART # 

DESCRIPTION 

□TY 


OPTION: B3540- I 3-000 
(SRW, DRW MODELS ONLY) 



HARNESS, FOUR LIGHT 
WARNING SYSTEM 

Option: B3540-1 3-000 
End Date: 9/5/02 
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wirai urounr 



CIRCUIT 


INTER 
52003 I 65 


INTER SWITCH 
52003 1 65 
CONNECTOR »Z3 
(REAR VIEW) 


70 

il 

iJ 

ii 

■4h 

H! 

®l 

ll 

2 1 

ej 



+ I 2V 
BATTERY 


15 AMP 

- — — 

LOWER BLK POS . *5 


Z \ A 
I 6BK 
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INTERIOR LIGHTS 


GG 
I 2RD 


O GREEN 

CONNECTOR *1 

(SWITCH FAf«]_ HARNESS] 




©oooa 

DOOOO 

8000(13 



0 0 


O 0REEN 
CONNECTOR * I 

(MAIN BODY HARNESS) 


CONNECTOR *15 




52003854 B 

ihofflaj 



H 



HARNESS, E.L.S. B-4 
FLASHER 


Option: B3540-1 3-000 
End Date: 9/5/02 


CONN 

VENDOR 

PART * 

DESCRIPTION 

CTY 


AMP 

77000G-3 

14- IG GA. TERMINAL, RECEPTICAL. 

Z 

3 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL, 

5 


AMP 

770022- 1 

12 POSITION CONNECTOR, PLUG. 

1 




2.25 



E 



MALE BLADE, 3/ IB" 14-16 GA . 

1 

D 



FEMALE FAST ON, 

1/4" IG-IB GA. 

1 

C 



FEMALE FAST ON, 

1/4" 10-12 GA. 

5 

B 



RING TERMINAL, 

3/B" STUD, IO-IZ GA. 

0 

A 



BUTT-SPLICE, 14 

-IE GA., INSULATED. 

D 


VENDOR 

PART # 

DESCRIPTION 

QTY 


160 

ir^ 

Al 

1 4-9 

±J 

AJ 

162 

aJ 

82 

zJ 

AJ 

59 

si 

io| 

uJ 

PLT 

!Al 

GND 


O GREEN 

CONNECTOR #6 

(TO SWITCH CABINET HARNESS) 



LEAD # 

AWG 

COLOR 

DESCRIPTION 

59 

16 

RED/BLACK 

DOOR SIGNAL I GND) TO FLASHER. 

B2 

12 

BLUE 

FEED TO STOP ARM SOLENOID. 

149 

12 

BLACK 

FLASHER POWER. 

160 

12 

BLACK 

WARNING LIGHT MONITOR FEED. (RED) 

IGZ 

12 

ORANGE 

WARNING LIGHT MONITOR FEED. (RED) 

GND 

12 

WHITE 

FLASHER GROUND. 

PLT 

IG 

RED 

PILOT LIGHT FEED FROM CUR. SENSOR 










2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
INTERVALS WITH THE PREFIX "B" 
NOTES' DN ALL LEADS 


52003815 B 


HARNESS, WELDON 7000 
FLASHER, FOUR LIGHT 
SYSTEM 

End Date: 6/20/02 
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CONN 



5) ALL WIRE LENGTH5 ON DRAWING ARE BASED ON DIMS BETWEEN WIRE 
"BREAK-OUTS" AND/OR BACK ENDS OF CONN. SHELLS. 

6) (X) USE TERMINALS APPROPRIATE TO WIRE SIZE BASED ON 
CONNECTOR MFR. SPECIFICATIONS. 

1 ) LABEL SWITCH CONNECTORS. 


OPTION: B354 I - I 6-000 



52005415 B 


Sheet 1 of 2 


HARNESS, FOUR LIGHT 
WARNING SYSTEM 


Option: B3541 -16-000 
End Date: 9/5/02 
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ITEM 

VENDOR 

PART NO. 

DESCRIPTION 

1 

AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG 

AMP 

X 

TERMINAL, RECEPTICAL 14-20 GA. 

2 

CARLING 

(OR EQUIVALENT) 

999 167 16001 

SWITCH CONNECTOR 

PACKARD 

X 

TERMINAL. FEMALE, 630 SERIES, TIN/BRASS 

3 

AMP 

X 

TERMINAL-FEMALE, 250 FASTON, PRE INSULATED 


WIRE 

FROM 

TO 

COLOR 

3AUGE 

CIRCUIT 

CKT CODE 

CONNECTOR 

PIN NO. 

CONNECTOR 

PIN NO. 

DESCRIPTION 

5G 

TERM-4 

1 

C0NN_3 

2 

RED 

(RD) 


B 

RED WARNING LIGHTS 

59 

C0NN_3 

1 

WARNING.SW 

3 

PINK 

(PK) 


8 

DOOR SIGNAL 

70 

MASTER_SW 

a 

C0NN_3 

5 

ORANGE 

(OR) 


B 

PANEL LIGHTS 

70-1 

MASTER_SW 

a 

WARNING_SW 

a 

ORANGE 

(OR) 


8 

PANEL LIGHTS 

BK 1 

MASTER_SW 

3 

C0NN_3 

14 

BLACK 

(BK) 


B 

SWITCH TO RELAY 

BKI-I 

MASTER_SW 

3 

MASTER _SW 

6 

PINK 

(PK) 


8 

SWITCH TO RELAY 

GND 

MASTER.SW 

7 

C0NN_3 

10 

WHITE 

(WH) 


8 

GROUND 

GND-I 

WARNING.SW 

2 

MASTER.SW 

7 

WHITE 

(WH) 


8 

GROUND 

GND-2 

WARNING.SW 

7 

WARNING_SW 

2 

WHITE 

(WH) 


8 

GROUND 

GND-3 

TERM-3 

1 

WARNING_SW 

7 

WHITE 

(WH) 


B 

GROUND 

K 

MASTER_SW 

2 

C0NN_3 

a 

RED 

(RD) 


8 

IGNITION POWER 


© 


C0NN_3 

T 

2 

3 

4 

5 
B 
7 
B 
9 
10 . 

I I 
12 
13 
14. 
15 


-70 IB 0R- 


-K IB RD — 

-QND 18 WH- 
-59 IB PK — 


-BK I IB BK- 


-BKI-I IB PK- 


MASTER_SW 


-GND-I 18 WH- 


— GND-2 18 WH- 


-70-1 IB OR- 


WARNINS_SH 


-BND-3 18 WH- 
-5G 18 RD 


-H=C=i TERM -3 
TERM- 4 



| . J30n?OK®E5S'£ I 

52005415 B 

Sheet 2 of 2 

HARNESS, FOUR LIGHT 


WARNING SYSTEM 


Option: B3541 

-16-000 


End Date: 9/5/02 


Page 4.23 
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MODULE 


SPOT TAPE AS NEED TO HOLD TOGATHEI 


5 12 


6 


TERM- I 

RELAY- 


NOTE: 

1) REFER TO DWG #52001136 FOR HARNESS SPECIFICATIONS. 

2) CIRCUIT CODE TO BE STAMPED AT 4” INTERVALS. 

3) TAG HARNESS FOR IDENTIFICATION. 

4) ALL DIMENSIONS ARE IN INCHES. 

5) ALL WIRE LENGTHS ON DRAWING ARE BASED ON DIMS BETWEEN WIRE 
"BREAK-OUTS" AND/OR BACK ENDS OF CONN. SHELLS. 

6) (X) USE TERMINALS APPROPRIATE TO WIRE SIZE BASED ON 
CONNECTOR MFR . SPECIFICATIONS. 

7) LABEL SWITCH CONNECTORS. 

B) SEE DRAWING 5200343B FOR PINNING OF RELAY BLOCKS. 

OPTION: B354I- 16-000 




CONN G 


ADD GREEN DOT ON PIN I 

O 



• ifitHnar 

52005417 C 

Sheet 1 of 2 

FOUR LIGHT WARNING 


SYSTEM 



Option: B3541 

-16-000 


Effective Date: 1/14/02 


End Date: 9/5/02 


Page 4.25 


ITEM 

VENDOR 

PART NO. 

DESCRIPTION 

1 

AMP 

770022- 1 

12 POSITION CONNECTOR, PLUG 

X 

14-16 6A . TERMINAL, RECEPTICAL 

2 

AMP 

1 71898-1 

FASTDN CONNECTOR, .25D GP 

X 

TERMINAL, .250 TIN/BRASS 

3 

BOSCH 

OR EQUIVALENT 

3-334-4B5-008 

RELAY BLOCK 

AMP 

X 

TERMINAL, FRMALE TIN/BRASS 

4 

AMP 

X 

TERMINAL-MALE, .187, PRE INSULATED FULL COVER 


RELAY- I CONN_G 



© 
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WIRE 

FROM 

TO 

COLOR 

IAUGE 

CIRCUIT 

CKT CODE 

CONNECTOR 

D IN NO. 

CONNECTOR 

PIN NO. 

DESCRIPTION 

59 

RELAY- 1 

2 

CONN.G 

a 

PINK 

(PK) 

1 G 

DOOR SIGNAL 

82 

MODULE 

2 

CONN.G 

G 

GRAY 

(GY) 

1 G 

STOP ARM SIGNAL 

149 

C0NN_6 

3 

RELAY- 1 

3 

BLACK 

(BK) 

1 4 

FLA5HER POWER 

IGO 

MODULE 

4 

C0NN_6 

1 

RED 

(RDI 

1 4 

RED WARNING LIGHTS 

IG2 

MODULE 

G 

C0NN_6 

5 

ORANGE 

(OR) 

14 

RED WARNING LIGHTS 

149-1 

RELAY- 1 

3 

RELAY- 1 

i 

BLACK 

(BK) 

1 0 

FLASHER POWER 

I49A 

MODULE 

3 

RELAY- i 

5 

BLACK 

(BK) 

1 4 

FLASHER POWER 

GNO 

MODULE 

1 

CONN_G 

12 

WHITE 

(WH) 

1 G 

GROUND 

PTL 

C0NN_6 

1 1 

TERM- 1 

1 

BLUE 

(BL) 

1 6 

PANEL LIGHT FEED 


Sheet 2 of 2 


52005417 C 


FOUR LIGHT WARNING 
SYSTEM 

Option: B3541 -16-000 
Effective Date: 1/14/02 
End Date: 9/5/02 


EIGHT LIGHT 
WARNING SYSTEM 
SECTION 


Page 5.1 


CONN 


VENDOR 


PART 


DESCRIPTION 



LEAD * 

AWG 

COLOR 

DESCRIPTION 

1 49 

12 

BLACK 

FLASHER POWER. 

154 

12 

BLUE 

WARNING LIGHT MONITOR FEED . (AMBER! 

160 

12 

BLACK 

WARNING LIGHT MONITOR FEED. (RED! 

02 

12 

BLUE 

FEED TO STDP ARM SOLENOID. 

IG2 

12 

ORANGE 

WARNING LIGHT MONITOR FEED. CRED) 

166 

12 

RED 

WARNING LIGHT MONITOR FEED . ( AMBER ) 

BO 

12 

GREEN 

ACTIVATION SW. (AMBER! TO FLASHER. 

59 

16 

RED/BLACK 

DOOR SIGNAL (GND) TO FLASHER. 

ei 

16 

BLUE 

EMERGENCY SWITCH TO FLASHER. 

GND 

12 

WHITE 

FLASHER GROUND. 

PLT 

15 

RED 

PILOT LIGHT FEED FROM CUR. SENSOR 










1 GO 

zJ 

IG4 

aI 

1 49 

±J 

1 GG 

IG2 

£j 

02 

zl 

0 1 

iJ 

59 

00 

m| 

llI 

PLT 

GND 


O GREEN 

CONNECTOR #6 

CTQ SWITCH CABINET HARNESS) 


5. STRIP IN5ULATION BACK 3/B” ON 
UNTERMINATED LEADS. 

4 . REFER TO DWG . *5ZOD I I 36 FOR HARNESS 
SPECIFICATIONS. 

3. USE WIRE TIES TO SECURE HARNESS 
MINIMUM 5IZE AND QUANTITY. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES' 0N ALL LEADS - 



E 



MALE BLADE, 3/ 1 G” 1 4- 1 E GA . 

1 

D 



FEMALE FAST ON. 1/4" 16- IB GA . 

2 

C 



FEMALE FAST ON. 1/4” 10-12 GA . 

8 

B 



RING TERMINAL, 3/0" STUD, 10-12 GA . 

0 

A 



BUTT-SPLIOE, 14-16 GA . , INSULATED. 

0 


VENDOR 

PART # 

DESCRIPTION 

QTY 



52003592 B 

* Ihomas 


|. 1:1 ^ ^ m 

H 



HARNESS, WELDON 7000 
FLASHER 

End Date: 3/31/02 


Page 5.2 



NOTE: 

1) REFER TO DWG #52001 136 FOR HARNESS SPECIFICATIONS. 

2) CIRCUIT CODE TO BE STAMPED AT 4" INTERVALS. 

3) TAG HARNESS FOR IDENTIFICATION. 

4) ALL DIMENSIONS ARE IN INCHES. 

5) ALL WIRE LENGTHS ON DRAWING ARE BASED ON DIMS BETWEEN WIRE 
"BREAK-OUTS" AND/OR BACK ENDS OF CONN. SHELLS. 

G) (XI USE TERMINALS APPROPRIATE TO WIRE SIZE BASED ON 
CONNECTOR MFR . SPECIFICATIONS. 

7) CONNECTOR "FLASHER" TO BE LABELED IN BLACK INK. 


POT TAPE IN 3 PLACES 


1 


U 


3 


CONNECTOR #6 

(TO SWITCH CABINET HARNESS) 


Sheet 1 of 2 
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52005383 C 




HARNESS, FLASHER 
w/CONNECTOR 


Effective Date: 4/1/02 
End Date: 8/19/02 
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ITEM 

VENDOR 

PART NO. 

DESCRIPTION 

1 

AMP 

173051 -1 

MULTILOCK CONNECTOR, 070 I2P 

173631-6 

FEMALE TERMINAL, TIN/BRONZE 

2 

AMP 

770022- 1 

MATE-N-LOCK II CONNECTOR, 1 2P 

770006-3 

FEMALE TERMINAL, TIN/BRONZE 

3 

AMP 

1 74-463- 1 

MULTILOCK CONNECTOR, 070 2P 

173631-6 

FEMALE TERMINAL, TIN/BRONZE 

B 

4 

AMP 

X 

TERMINAL - MALE, .250 FA5T0N, FULLY INSULATED 

5 

AMP 

X 

TERMINAL - FEMALE, .250 FASTON, FULLY INSULATED 

S 

AMP 

X 

TERMINAL - MALE, .187 FASTON, FULLY INSULATED (PINK) 


5 ) OUTPUT 


1 1— LWQ2- I I a GY- 
-LW59-I IBPK- 


© 


2 

CSA 

© 


-LW55 IG YL- 
2 — LW56 16 RD- 
-LW82 I B GY- 


4 — LW57 16 RD- 

5 — LW50 16 YL- 
B — LW 1 49- I 16 OR- 1 

7 

a 


-LW 1 4-9- I 16 OR- 




9 — LWGO 18 TIM- 
'D— LW59 i a pk - 
i ' -Lwai i a pu— 
IZ 1 — GND 10 WH- 

FLASHER 


-LW 1 49-2 16 DR 

INPUT 

© 


PG 

— T~ 
— 2 
— 3 


LAMP C©3- 


-LAMP IB BL- 


© 


WIRE 

FROM 

TO 

COLOR 

3AUGE 

CIRCUIT 

CKT CODE 

CONNECTOR 

PIN NO. 

CONNECTOR 

PIN NO. 

DESCRIPTION 

GND 

PG 

12 

FLASHER 

12 

WHITE (WH) 


a 

GROUND 

LAMP 

LAMP 

1 

P6 

1 1 

BLUE (BL) 


8 

LAMP LIGHT 

LW55 

FLASHER 

1 

P6 

4 

YELLOW (YL) 


6 

WARNING LIGHT (AMBER) 

LW56 

FLASHER 

2 

P6 

5 

RED (RD) 


6 

WARNING LIGHT (RED) 

LW57 

FLASHER 

4 

PG 

1 

RED (RD) 


6 

WARNING LIGHT (RED) 

LW50 

P6 

2 

FLA5HER 

5 

YELLOW (YL) 


6 

WARNING LIGHT (AMBER) 

LW59 

P6 

8 

FLASHER 

10 

PINK (PK) 


B 

DOOR SWITCH SIGNAL (GROUND) 

LW0O 

P6 

9 

FLASHER 

9 

TAN (TN) 


8 

FLASHER START SIGNAL 

LW8I 

P6 

7 

FLASHER 

1 1 

PURPLE (PU) 


8 

DOOR OPEN (ACTIVE LOW) 

LW02 

PG 

E 

FLASHER 

3 

GRAY (GY) 


8 

STOP ARM SIGNAL 

LW 149-1 

FLASHER 

B 

INPUT 

1 

ORANGE (OR) 


6 

INPUT-WARNING LIGHT MONITOR 

LW 149-1 

INPUT 

1 

FLASHER 

7 

ORANGE (OR) 


G 

INPUT-WARNING LIGHT MONITOR 

LW 149-2 

PG 

3 

OUTPUT 


ORANGE (OR) 


G 

OUTPUT-WARNING LIGHT MONITOR 

LW59-I 

P6 

8 

CSA 

2 

PINK (PK) 


a 

DOOR SWITCH SIGNAL (GROUND) 

LW82-I 

P6 

G 

CSA 


GRAY (GY) 


a 

STOP ARM SIGNAL 


Sheet 2 of 2 
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ihoinas 


j. 

H 


HARNESS, FI 
w/CONNECTC 

Effective Date 
End Date: 8/1 

.ASHER 

)R 

4/1/02 

3/02 
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G 


FLASHER 


LAMP 

INPUT 

OUTPUT 



NOTE: 

1) REFER TO DWG #520D I I3G FOR HARNESS SPECIFICATIONS. 

2) CIRCUIT CODE TO BE STAMPED AT 4" INTERVALS. 

3) TAG HARNESS FOR IDENTIFICATION. 

4) ALL DIMENSIONS ARE IN INCHES. 

5) ALL WIRE LENGTHS ON DRAWING ARE BASED ON DIMS BETWEEN WIRE 
"BREAK-OUTS" AND/OR BACK ENDS OF CONN. SHELLS. 

G) (X) USE TERMINALS APPROPRIATE TO WIRE 5IZE BASED ON 
CONNECTOR MFR . SPECIFICATIONS. 

7) CONNECTOR "FLASHER” TO BE LABELED IN BLACK INK. 


iPOT TAPE IN 3 PLACES 



CONNECTOR #6 

(TO SWITCH CABINET HARNESS) 


SEQ. 

LW59 

N0N-5EQ. 

LW8 I 
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•Ifiomas 

52005624 B 




HARNESS, FLASHER 
w/CONNECTOR 


Effective Date: 8/20/02 
End Date: 9/6/02 
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ITEM 

VENDOR 

PART NO. 

DESCRIPTION 

1 

AMP 

1 7385 1 - 1 

MULT I LOCK CONNECTOR, 070 I2P 

173631-6 

FEMALE TERMINAL, TIN/BRONZE 

2 

AMP 

770022- 1 

MATE-N-LOCK II CONNECTOR, I2P 

770006-3 

FEMALE TERMINAL, TIN/BRONZE 

3 

AMP 

1 74463- 1 

MULTILOCK CONNECTOR, 070 2P 

173631-6 

FEMALE TERMINAL, TIN/BRONZE 

4 

AMP 

X 

TERMINAL - MALE. .250 F ASTON. FULLY INSULATED 

5 

AMP 

X 

TERMINAL - FEMALE, .250 FASTON, FULLY INSULATED 

G 

AMP 

X 

TERMINAL - MALE, .187 FASTON, FULLY INSULATED (PINK) 


OUTPUT 


-LW 1 49-2 IG OR 




1 — LWB2- I 18 GY- 
2|— LW59- 1 I B PK- 
CSA 

"H— LW55 16 YL — 


12 


-LW5G IG RD- 
-LWB2 I 0 GY- 


LW57 IG RD- 
5 — LW5B 16 YL- 

LW 1 49- 1 16 OR- 1 

7 — LW I 49- I 16 OR 

8 

18001 sarin 




9 

10 

I l(-WB 


-b* 


i9 18 PK- 
18 PU— 


WHOMBH-a-WH 


Q_ 

CD 


INPUT 

© 


WIRE 

FROM 

TO 

COLOR 

IAUGE 

CIRCUIT 

CKT CODE 

CONNECTOR 

3 IN NO. 

CONNECTOR 

3 IN NO. 

DESCRIPTION 

GND 

PG 

12 

FLASHER 

12 

WHITE (WH) 

IB 

GRDUND 

LAMP 

LAMP 

1 

PG 

1 1 

BLUE (BLI 

18 

LAMP LIGHT 

LW55 

FLASHER 

1 

P6 

4 

YELLOW (YL) 

16 

WARNING LIGHT (AMBER) 

LW5G 

FLASHER 

2 

PG 

5 

RED (RD) 

IG 

WARNING LIGHT (RED) 

LW57 

FLASHER 

4 

PG 

1 

RED (RD! 

16 

WARNING LIGHT (RED) 

LW58 

PG 

2 

FLASHER 

5 

YELLOW (YL) 

IS 

WARNING LIGHT ( AMBER 1 

LW59 

PG 

a 

LW59 

1 

PINK (PK) 

18 

DODR SWITCH SIGNAL (GROUND) 

LWBO 

PG 

9 

FLASHER 

g 

TAN (TN) 

18 

FLASHER START SIGNAL 

LWBI 

PG 

7 

LW8I 

i 

PURPLE (PU) 

IB 

DOOR OPEN (ACTIVE LOW) 

LWB2 

PG 

G 

FLASHER 

3 

GRAY (GY) 

18 

STOP ARM SIGNAL 

LW 1 49- 1 

FLASHER 

6 

INPUT 

1 

ORANGE (OR) 

16 

INPUT-WARNING LIGHT MONITOR 

LW 1 49- 1 

INPUT 


FLASHER 

7 

ORANGE (OR) 

16 

INPUT-WARNING LIGHT MONITOR 

LW 149-2 

P6 

3 

OUTPUT 

1 

ORANGE (OR) 

16 

OUTPUT-WARNING LIGHT MONITOR 

LW59-I 

PG 

a 

CSA 

2 

PINK (PK) 

18 

DODR SWITCH SIGNAL (GROUND) 

LW82-I 

PG 

G 

CSA 

1 

GRAY (GY) 

18 

STOP ARM SIGNAL 

NON-SEQ 

FLASHER 

1 1 

NON-SEQ 

1 

PURPLE (PU) 

18 

RED LGTS W/ DOOR OPEN 

SEQ 

FLASHER 

10 

SEQ 

1 

PINK (PK) 

18 

RED LGTS FOLLOW AMBER 


LAMP 


HzAMP-llfiMgLI B BL - 


iz 


PG 

T 
.2 
- 3 

4 

5 


5EQ 


LW59 Dd 


LWQi Qd 


© 


-LW59 IB PK- 1 
LW8I IBPU- 
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HARNESS, FLASHER 
w/CONNECTOR 

Effective Date: 8/20/02 
End Date: 9/6/02 
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A© 


— ■ 13 

JLAFER FOR CRT I CM 354-2 
PART NO. 52000075 



A0 


JLAFER FCR OPT I CM 354-2 
PART NO. 52000074 


-©A 




24.5 - 

JLf^ER, PILOT (WARDING OR PILOT) 
PART NO. 2205-6376 


©A 


A© 


6.5 

JLM=ER FCR ELECTRIC STOP SIGN 
PART NO. 2205-7376 


©A 


©A 


CIR. 

GA. 

COLOR 

DESCRIPTION 

LG. 

55 

16 

YELLOW 

WARNING LIGHT PILOT LIGHT 

30 

56 

16 

RED 

WARNING 1 IGHT PILOT LIGHT 

30 

57 

16 

RED 

WARNING LIGHT PILOT LIGHT 

30 

50 

16 

YELLOW 

WARNING LIGHT PILOT 1 TGHT 

30 

77 

10 

RED 

FUSE BOARD TD RELAY 

13 

77 

1C 

RED 

FUSE BOARD TO FLASHER MOTOR 

13 

7B 

14 

BLACK 

MASTER SWITCH TERMINAL ON WELDON FLASHER TO 

30 

79 

14 

BLACK 

MASTER SWITCH TO START SWITCH 

3 

90 

(4 

GREEN 

START SWITCH TO START SWITCH 1+I2V) TERMINA 

30 

64 

14 

WHITE 

MASTER SWITCH TO FUSE BOARD 

15 

95 

16 

YELLOW 

AAfcEH PILOT OR BRAKE PILOT 

24.5 

96 

16 

BLACK 

JUMPER FOR 333 -3. 4. 5 4 6 W/ AEROFLASH FLASFE 

24 

97 

16 

BLACK 

JLKFER TO START SWITCH 

3.25 

96 

16 

BLACK 

ULAPER FOR 333-3, 4, 5 4 6 W /BA ACER -BROWN FLA 

19 

97 

16 

BLACK 

JJM-LH TO START SWITCH 

5 

9G 

16 

RED 

ELECTRIC S'OP SIGN SWITCH 

6.5 

96 

16 

RED 

E-ECTRIC STOP SIGN SWITCH 

34 


A© 


JUMPER FOR WARNING LIGHT OPTIONS 
REQUIRING BAAOER-BROWN FLASHER 
PART NO. 52000262 




A© 


24 

JUMPER FOR WARNING LIGHT OPTIONS 
REQUIRING AEROFLASH CR WEUXM 
FLASHERS, FART *2205-5376 




5. FCR OPTION B-3720-02-000 OR 
OPTION 3-3720-03-000 (BACOER 
REPLACE FEMALE TERMINAL WITH 
"56" SERIES LONG MALE ELADE. 


BROWN F_ASFE 
A PACKARD 


4. STRIP INSULATION BACK 1/2" CM 
UNTERMINATED LEADS. 

3. SEE DRAWING *52001 136 FOR 
HARNESS SPECIFICATIONS. 

2. TAG HARvJESS FOR IDENTIFICATION . 


I .CIRCUIT WEARERS TO BE STAMPED AT 4” INTER 
WITH HHsK IX "B” ON ALL LEADS. 


NOTES: 


G 

FEMALE FJSH-ON, 1/4", 1C AWG . 

F 

OPEN ETC SPADE FCR *10 STUD, 10 AWG. 

E 

RING TERMINAL. 5/16" STIX), 10 AWG. 

D 

RING TERMINAL, *!0 STUD, 16-14 AWG. 

C 

LONG MALE BLADE, 1/4", 10-12 AWG. PACKARD "56 

B 

MALE BLADE, !/+", 16-14 AWG. 

A 

FEMALE PUSH -ON. 1/4", 16-14 AWG. 

TERM 

DESCRIPTION 



HARNESS, WELDON 
FLASHER 


Option: B3580-03, 04, 05, 
06, 07, & 08-000 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 

1 

CARLING 

999 1 G7 1 GOD 1 

SWITCH CONNECTOR 

1 

PED 

1 20 1 5BG9 

18-20 GA TERMINAL 

1 

PED 

1 20 1 5070 

14-IG GA TERMINAL 

3 

PED 

1 2004-590 

10-12 GA TERMINAL 

0 

3 

AMP 

770006-3 

14-20 GA. TERMINAL, RECEPTICAL. 

9 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 

RELAY 

HELLA 

871 22 

HOUSING-RELAY, 5 P05ITI0N. 


INTERLOCK 


TERM INAL- FEMALE, 1/4”, 14-IG GA. 


INTERLOCK 


TERMINAL-FEMALE, 1/4”, 10-12 GA. 



5. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 1 36 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 
NOTES' 0N ALL LEADS. 


LEAD * 

AWB 

COLOR 

DESCRIPTION 

HH 

IG 

RED 

I2V+ BAT. FROM FUSE PANEL. 

BK 1 

1 G 

BLACK 

FROM SWITCH TO WELDON RELAY (+) . 

50 

1 G 

GREEN 

ACTIVATION SW CAMBER) TO FLASHER. 

GND 

1 B 

WHITE 

CHASSIS GROUND. 

70 

1 B 

WHITE/BLACK 

SWITCH PANEL LIGHTS [+> 

55 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

1 8 

REO 

WARNING LIGHT TO WELDON, RED. 

59 

18 

RED/BLACK 

DOOR 5IGNAL (GND) . 

01 

10 

BLUE/ WHITE 

TO WELDON, RED LIGHT ACTIVATION. 

57 

18 

RED 

WARNING LIGHT TO WELDON, RED. 

50 

10 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 







CONNECTOR #3 


55 

IT 

56 

IJ 

57 

CO 

STL 

5j 

70 

e] - 

80 

zT 

sj 

I] - 

HH 

I0| 

SND 

LU 

w~ 

13] 

I4| 

BK 1 

nr 


D 



BUTT SPLICE, 14-IG GA BLUE. 


C 



RING TERMINAL, 3/0" STUD, 14-IG GA 

2 

B 



MALE RECEP., 1/4". 14-IG GA . 


A 



FEMALE FA5T-0N, 1/4", 14-16 GA . 

4 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-03-000 
( SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-03-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 

5. STRIP INSULATION BACK 3/8" ON 

UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNE55 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

1 .CIRCUIT NUMBERS TO BE STAMPED AT 

4” INTERVALS WITH THE PREFIX "B" 

NOTES: DN ALL LEADS - 

LEAD ♦ 

AWG 

COLOR 

DESCRIPTION 

' 

CARLING 

999 1 67 1 600 1 

SWITCH CONNECTOR 

1 

HH 

16 

RED 

1 2V+ BAT. FROM FUSE PANEL. 

BKI 

16 

BLACK 

FROM SWITCH TO WELDON RELAY (+) . 

PED 

1 20 1 5069 

10-20 GA TERMINAL 

1 

00 

16 

GREEN 

ACTIVATION 5W CAMBER) TD FLASHER. 

PED 

1 20 1 5070 

14-16 GA TERMINAL 

5 

PED 

1 200+590 

10-12 GA TERMINAL 

0 

GND 

10 

WHITE 

CHASSIS GROUND. 

3 

AMP 

770006-3 

14-20 GA. TERMINAL, RECEPTICAL. 

S 

70 

16 

WHITE/BLACK 

SWITCH PANEL LIGHTS CO 

AMP 

770004-3 

10-12 GA. TERMINAL. RECEPTICAL. 


55 

10 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 

56 

10 

RED 

WARNING LIGHT TO WELDON. RED. 

RELAY 

HELLA 

07 122 

HOUSING- RELAY, 5 POSITION. 


GN/JP 

IQ 

GREEN 

GROUND. SWITCH LIGHT JUMPER, <-) 

INTERLOCK 


TERM INAL -FEMALE, 1/4", 14-16 GA . 


57 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

INTERLOCK 


TERM INAL -FEMALE, 1/4", 10-12 GA . 


50 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 













MA5TER ACTIVATION 
CONNECTER *1 
tREAR VIEW 


ej 

70 

zJ 

GND 

GN/JP 

3 

±1 

i J 

il 

HH. 

BK 1 

3T 

El 

BK 1 

80 



O green 



55 

u 

5G 

!] 

57 

50 

5j 

70 

6j 

80 

3 

ej 

HH 

10] 

GND 

uJ 

!Zl 

13] 

14] 

BK 1 

I5| 


D 



BUTT 5PLICE, 14-16 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14-16 GA. 


B 



MALE REGEP., 1/4", 14-10 GA . 


A 



FEMALE FAST-ON. 1/4", 14-16 GA . 

6 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-04-000 
C SRW , DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-04-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

OTY 


CARLING 

999 1 67 1 600 1 

SWITCH CONNECTOR 

1 

1 

PED 

1 20 1 5BG9 

18-20 GA TERMINAL 

2 


PED 

1 20 1 5070 

14-16 GA TERMINAL 

2 


AMP 

770006-3 

14-20 GA. TERMINAL, RECEPTICAL. 

9 

3 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 



AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 


HELLA 

B7I22 

HOUSING-RELAY, 5 POSITION. 


RELAY 

INTERLOCK 


TERM INAL -FEMALE, 1/4", 14-15 GA . 



INTERLOCK 


TERM INAL -FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS - 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

K 

12 

RED 

1 2V+ CIGN.J FROM FUSE PANEL. 

BO 

IS 

GREEN 

ACTIVATION 5W CAMBER] TO FLA5HER , 

GND 

18 

WHITE 

CHASSIS GROUND. 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+5 

55 

1 0 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

5G 

1 B 

RED 

WARNING LIGHT TO WELDON, RED. 

GN/JP 

18 

GREEN 

GROUND. SWITCH LIGHT JUMPER. C-) 

JPI 

10 

RED 

JUMPER FROM HH TO 5WITCH . 

57 

1 B 

RED 

WARNING LIGHT TO WELDON, RED. 

5B 

1 8 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 

149 

12 

BLACK 

WELDON MASTER POWER CI2V+) . 







ACTIVATION 
CONNECTOR »l 


[REAR 

VIEW 1 ) 

§J 

7 I 

70 

GNU 

0N/JP 

Jj 

id 

2j 

~lI 

JPI 




80 




40 .0 

- SPIRAL TAPE 


O green 



CONNECTOR *3 


11 

55 

H 

5G 

Jj 

57 

±J 

58 

70 

£l 

so 

zl 

8j 

K 

JLl 

I0| 

GND 

Lil 

ill 

lil 

149 

ill 

'A 


D 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL, #10 STUD, 1 4- 1 E GA . 


B 



MALE RECEP., 1/4”, 14- IE GA . 


A 



FEMALE FAST-ON. 1/4", 14-16 GA. 

£ 


VENDOR 

PART * 

DESCRIPTION 

OTY 


OPTION: B3580-05-000 
( SRW, DRW MODELS ONLY ) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-05-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART » 

DESCRIPTION 

QTY 

2 

CARLINB 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

1 

PED 

1 20 1 50G9 

10-20 GA TERMINAL 

3 

PED 

1 20 1 5B7Q 

14-16 GA TERMINAL 

2 

PED 

1 2084590 

10-12 GA TERMINAL 

0 

3 

AMP 

77000G-3 

14-20 GA. TERMINAL, RECEPTICAL. 

9 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

770023- 1 

15 P05ITION CONNECTOR, PLUG. 

1 

RELAY 

HELLA 

B7I22 

HOUSING-RELAY, 5 POSITION. 


INTERLOCK 


TERM INAL -FEMALE, 1/4", 14-IGGA. 


INTERLOCK 


TERM INAL -FEMALE, 1/4”, 10-12 GA. 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE . 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX ”B" 
NOTES’ 0N ALL LEADS - 


LEAD ♦ 

AWG 

COLOR 

DESCRIPTION 

HH 

12 

RED 

1 2V+ BAT. FROM FUSE PANEL. 

149 

12 

BLACK 

FLASHER POWER. 

80 

16 

GREEN 

ACTIVATION SW CAMBER) TO FLA5HER . 

GNO 

IB 

WHITE 

CHA55I5 GROUND. 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

55 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

10 

RED 

WARNING LIGHT TO WELDON. RED. 

57 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

50 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

GN/JP 

18 

GREEN 

GROUND, SWITCH LIGHT JUMPER. [-) 

JPI 

16 

RED 

SWITCH JUMPER (4-) 






ACTIVATION 
CONNECTDR *2 
{REAR VIEW) 



CONNECTOR #3 


3 

55 

3 

5G 

3 

57 

3 

58 

3 

70 

3 

80 

3 

iJ 

u 

HH 

3 

GND 

llI 

ill 

F3|— 

1 49 

:±l 

ill 


D 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 1 4- 1 G GA . 


B 



MALE RECEP., 1/4", 14-16 GA . 


A 



FEMALE FAST-ON, 1/4”, 14-IG GA . 

G 


VENDOR 

PART « 

DESCRIPTION 

□TY 


OPTION: B3580-06-000 
(SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-06-000 
Effective Date: 9/6/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 

1. 2 

CARLING 

999 1 67 1 600 1 

SWITCH CONNECTOR 

1 

PED 

1 20 1 5969 

19-20 GA TERMINAL 

2 

PED 

1 20 1 5B70 

14-16 GA TERMINAL 

6 

PED 

1 2 OB 45 90 

10-12 GA TERMINAL 

0 

3 

AMP 

770006-3 

14-20 GA. TERMINAL, RECEPTICAL. 

6 

AMP 

770004-3 

10- 12 GA. TERMINAL, RECEPTICAL. 

0 

AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 

RELAY 

HELLA 

B7I2Z 

HOUSING-RELAY, 5 POSITION. 


INTERLOCK 


TERMINAL-FEMALE. 1/4”, 14-16 GA . 


INTERLOCK 


TERMINAL-FEMALE. 1/4". 10-12 GA . 



5. STRIP INSULATION BACK 3/S” ON 
UNTERMINATED LEAD5 . 

4 . REFER TO DWG . *5200 I I 3G FOR HARNESS 

SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B” 
NOTES’ 0N ALL LEADS - 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

K 

IE 

RED 

IZV4- (IGN.) FROM FU5E PANEL. 

BO 

16 

GREEN 

ADTI VATION SW (AMBER) TO FLASHER. 

GND 

19 

WHITE 

CHASSIS GROUND. 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS < + ] 

GN/JP 

18 

GREEN 

GROUND, SWITCH LIGHT JUMPER C-) . 

PLT 

19 

RED 

PILOT LIGHT FEED FROM CUR. SENSOR 

BK 1 

IE 

BLACK 

TO FLA5HER RELAY, TRIGGER CI2V+) 










IJ 


IJ 

aJ 

5j 

70 

IT“ 

BO 

zJ 

PLT 

zJ 

K 


I0| 

GND 

LLl 

iiH 

lI 

mJ 

BK 1 



MOMENTARY ACTIVATION 
CONNECTOR *2 


MA5TER ACTIVATION 
CONNECTOR * I 


O GREEN 

CONNECTOR #3 

CTO SWITCH CABINET HARNESS I 



CREAR 

VIEW) 

£j 

70 

3 

GND 

GN/JP 

a 

3 

u 

BK 1 

sJ 

iJ 

80 

iJ 

1 

0 



CREAR 

VIEW) 

iJ 

70 

zJ 

GN/JP 

jj 

±J 

£] 

K 

sJ 

3 

BK 1 

sj 

1 

0 


• CONVOLUTE TUBING 


CONNECTOR #3 


E 



MALE BLADE, 3/1 G" 14- IS GA . 


D 



BUTT SPLICE, 14- IS GA BLUE. 


C 



RING TERMINAL, #10 5TUD. 14-16 GA . 


B 



MALE RECEP., 1/4”, 1 4- 1 E GA . 


A 



FEMALE FAST-ON, 1/4", 14- IS GA . 

2 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-07-000 
( SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-07-000 
End Date: 9/6/02 


Page 5.18 


TERM. 

DESCRIPTION 

A 

FEMALE PUSH-ON, 1/4". 10-12 AWG. 

B 

FEMALE PUSH-ON, 1/4", 14- IE AWG . 

C 

OPEN END SPADE FOR *10 STUD, 14-16 AWG. 

□ 

OPEN END SPADE FOR *10 STUD, 10-12 AWG. 


CIR, 

GA. 

COLOR 

DESCRIPTION 

55 

16 

YELLOW 

WARNING LIGHT PILOT LIGHT (AMBER) 

5E 

IE 

RED 

WARNING LIGHT PILOT LIGHT (RED) 

57 

16 

RED 

WARNING LIGHT PILOT LIGHT (RED) 

5B 

IS 

YELLOW 

WARNING LIGHT PILOT LIGHT (AMEER) 

04 

12 

WHITE 

MASTER SWITCH TO FUSE PANEL 

7B 

12 

BLACK 

MASTER SWITCH TO COIL CF CURRENT SENSING RELAY 

79 

12 

BLACK 

MASTER 5WITCH TO 5TART 5WITCH 

00 

14 

GFEEN 

START SWITCH TO START SWITCH (+I2V) TERMINAL ON FLASHER 

491 

19 

BLACK 

PANEL LIGHTS FEED 

4B2 

16 

GREEN 

PANEL LIGHTS ORCXJND 





















Z ZZZZZZZZZ Z ZZZ Z ZZZZZZZZ7ZZZZ 90 // /// / //// / ./// /// / //// /7 777Z 



(SEE NOTE 4) 


APPROVED VENDORS: TORIK INC. 

TECHNICAL CCMPCNENTS 
LONDON HARNESS 


G. FULLY TAPE HARNESS. 

5. THIS HARNESS IS USED FOR VISTA 
WARNING LIGHT OPTIONS' 

B35Q0-02, 03, 05, OG, 07, 00, ID, 
16. 17 AND 23. 

4. FOR OPTION B-5720-02-000 OR OPTION 
B3720-03-000 (SADDER BROWN FLASHER). 
REPLACE FEMALE TERMINAL WITH 
PACKARD "56'' SERIES LONG MALE BLACE . 


2. TAG HARNESS FCR IDENTIFICATION. 



52000176 J 


HARNESS, WELDON 
FLASHER 

Option: B3580-07-000 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 

' 

CARLING 

999 1 67 1 GOD 1 

SWITCH CONNECTOR 

1 

PED 

IZ0I5BE9 

IB-ZO GA TERMINAL 

1 

PED 

12015070 

14-16 GA TERMINAL 

3 

PED 

12004590 

10- IZ GA TERMINAL 

2 

3 

AMP 

77000B-3 

14-20 GA. TERMINAL. RECEPTICAL. 

9 

AMP 

770004-3 

10-12 GA, TERMINAL, RECEPTICAL. 


AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 

RELAY 

HELLA 

87IZ2 

HOUSING- RELAY, 5 P05ITI0N. 


I NTERLOCK 


TERM INAL -FEMALE. 1/4”. 14- IS GA , 


I NTERLOCK 


TERM INAL -FEMALE, 1/4". IQ-12 GA. 



5.5TRIP INSULATION BACK 3/0" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNESS 
SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 
NOTES- 0N ALL LEADS - 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

149 

12 

BLACK 

WELDON MASTER POWER. C + ) 

BO 

IS 

GREEN 

ACTIVATION SW CAMBER) TO FLASHER. 

GND 

10 

WHITE 

CHASSIS GROUND. 

70 

10 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

55 

10 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 

5S 

1 B 

RED 

WARNING LIGHT TO WELDON, RED. 

HHI 

10 

RED 

SWITCH JUMPER 

GN/JP 

1 B 

GREEN 

GROUND, SWITCH LIGHT JUMPER. C-) 

HH 

12 

RED 

12 V+ (BAT.) FROM FUSE PANEL. 

57 

IB 

RED 

WARNING LIGHT TO WELDON. RED. 

50 

1 B 

YELLOW 

WARNING LIGHT TO WELDON, AMBER, 






ACTIVATION/CANCEL 
CONNECTOR »l 
[REAR VIEW) 


70 

GND 

GN/JP 

±i 

±J 

zj 

HH 

HHI 

HH 1 

3j 

149 

id 

BO 



4B . D 


5FIRAL TAPE 


O SREEN 



CONNECTOR #3 


lU 

55 

58 

57 

58 

70 

80 

zJ 


zJ 

HH 

!°l 

GND 

LLl 

El 

TP 

149 

ill 

El 


D 



BUTT SPLICE, 14- IB GA BLUE. 


C 



RING TERMINAL, #10 STUD, 1 4- 1 B GA . 


B 



MALE RECEP., 1/4”, 14-IG GA . 


A 



FEMALE FAST-ON, 1/4", 14-IG GA . 

G 


VENDOR 

PART • 

DESCRIPTION 

□TY 


OPTION: B3580-08-000 
( SRW , DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-08-000 
End Date: 9/6/02 
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|D° 


ID 


ID 


ACT I VA T I ON/CANCEL 
SWITCH 
CONNECTOR *1 
(REAR VIEW) 


£j 

70 

zJ 

GND 

QN/JP 

iJ 

ii 

iJ 

HH 

HHI 

U 

HHI 

149 

«J 

00 


LEFT 

RED AMBER 


FRONT 


RIGHT 
AMBER RED 


PILOT LIGHT 


• BED LIGHTS. 


RED LIGHTS AUTOMAT ] CALLY ENERGIZED [WITH AlfiER LIGHTS CE-EhERO IZEDI 
■HEN BUS SERVICE DOCK IS CPE»£D . 

ANEER LICHT5 CAN AL50 BE DEACTIVATED BY ROCKER 5WITCH LOCATED 

on u-e butch panel. 

RED LIGHTS AtiD STOP ARM ACTIVATED OhLY AFTER AMBER LI0-fTS. 


H PANEL. 

KD STOP ..- 

R LIGHT [N SI ITCH CABINET 

7, WELDON 7000 ELECTRONIC TLA5HER. 

B, ILLIN0I5, LOUIS'— ~ 


UISIANA, PENNSYLVANIA, SOUTH DAKOTA, 



w) -L W 


RED AWBER ANGER 

LEFT REAR 


0000 


O GREEN 
CONNECTOR > 


O GREEN 


©oosf 

DOOO 

©pool 


0000 


J2 J3 


o GREEN (E} im 

- 0'“ J, 0 

0 « -0 

0 I SB J2 0 


0 


V 


lT 


i X 


175 

u 


I 


I 


0 ' 

10 5 

i>° 

0’ 

J2 

<§}' 

0 = 

JZ 

0 ‘ 

J2 

(?) ' 


TO E.S.r. LIGHT MODULE 


ELECTRIC STOP ARM 
SHOWN, REFER TO 
DWG . 5Z00IB3B FOR 
WIRING AND PLUMBING 


OPTION B3580-08-000 
MINOTOUR SRW, DRW 



52003643 D 

iti8ma?> 


| 1” w ^ m 

E| 


EIGHT LIGHT 
SYSTEM 

Option: B3580 
End Date: 9/6/ 

WARNING 

-08-000 

02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 

1 

CARLING 

999 1 E7 1 EOO 1 

SWITCH CONNECTOR 

1 

PED 

IZ0I5B69 

IB-20 GA TERMINAL 

1 

PED 

I20I5B70 

14- IB GA TERMINAL 

3 

PED 

1 2084590 

10-12 GA TERMINAL 

Z 

3 

AMP 

77000G-3 

14-20 GA. TERMINAL, RECEPTICAL . 

9 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL, 

2 

AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 

RELAY 

HELLA 

07122 

HOUSING -RELAY. 5 POSITION. 


INTERLOCK 


TERM INAL- FEMALE, 1/4", 1 4- 1 6 GA . 


INTERLOCK 


TERM INAL- FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS - 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

HH 

12 

RED 

1 2V+ BAT. FROM FUSE PANEL. 

JPI 

IB 

RED 

SWITCH JUMPER. C+) 

80 

16 

GREEN 

ACTIVATION SW CAMBER) TO FLASHER. 

GNO 

18 

WHITE 

CHASSIS GROUND. 

70 

10 

WHITE/BLACK 

SWITCH PANEL LIGHTS ( + ) 

55 

18 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 

56 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

GN/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER. C-J 

149 

12 

BLACK 

WELDON MASTER POWER. (+) 

57 

18 

RED 

WARNING LIGHT TO WELDON, RED. 

58 

18 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 






77E 

01 

ll 

5G 

li 

57 

±J 

58 

5j 

70 

6j 

80 

zJ 

sj 

W~ 

HH 

I0| 

GND 

ul 


I3| 

1 49 

Hi 



AETIVAT ION/CANCEL 
CONNECTOR »l 
[REAR VIEW) 


e| 

70 

zJ 

GND 

SN/JP 

3 

±1 

z| 

5| 

.JPI 

iJ ^ 

1 49 
JP l 

«] 

80 



CONNECTOR #3 


D 



BUTT 5PLICE, 14- IS GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14- IG GA . 


B 



MALE RECEP.. 1/4", 14—16 GA . 


A 



FEMALE FAST-ON, 1/4". 14-16 GA . 

6 


VENDOR 

PART « 

DESCRIPTION 

QTY 


OPTION : B35B0- I I -000 
( SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-1 1-000 
End Date: 7/9/02 
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T 

Q O Q O 


ID 


'/A 


f 

onmniB J 


-D 


>//, 



°a# 0 




' / / / 


'/// 


. AkBER LIGHTS kWUALLY EkEPBIZED B 


N ALSO BE DEACTIVATED I 


H LOCATED CN THE 

LAM . 

H A1SER LIGHTS CE-EFERQ) ZED) 

Y RDCKER SWITCH LOCATED 


HE SWITCH PANEL. 

AM) AWBER LIGHT IN SWITCH CABINET TO INDICATE 5Y5TEN CreRATICN, 
ON 7000 ELECTRONIC FLASHER. 

. NORTH DAKOTA. NEVADA SPEC I FI CAT) DNS . 




w 


WELDON FLASHER 



©0- 

LMI4S- I 

LW5B 

©- 

LW57 

0 - 

LW8Z 

0 - 

LWS6 

0 - 

LW5S 

0 - 

LXBD 

©- 

BED 

0 - 


ACT I VAT 1 ON/CANCEL 
SWITCH 
CONNECTDR * I 
(REAR VIEW) 



LEFT 

RED AMBER 


FRONT 


RIGHT 
AMBER RED 


± @) (^) 4. 

RED ALBER AMBER RED 

uefi REAR BIQHT 


00@0 


O GREEN 


O GREEN 


00000000 


0000 


I AS END 5Q 


Jl 


J2 J3 


O GREEN 

CONNECTOR *E 


O SREEN 


00000 0 “ 

- =fh 0 

i8o 1 O*- 

oa[JJ 0i=- 

= ^ n 0'S- 


P/N 52005624 < 


I0J 0» 

0 I 

00000000 


, LI LW LW I 


O GREEN 



© ,E * J »C> 

0 )lBO J'(T) 

<D 162 j.Q 

<D'“ — j2 d> 


y 


y 


I G4 . 

U~ 




w 


i/ 


3 


3 


<j>' 

!§ 3 

d>= 

J2 

(*>’ 

@ s 

JZ 

<D 2 


TO E.S. I . LIGHT MODULE 


-0— III" 



IstopI 

-0— III" 


DW0. fe200 1 830 FCR 
WIHIN3 AND PLUMBIN3 
CF THE AIR OPERATED 
STOP ARM. 


1 


OPTION B3580- I I -000 
MINDTOUR SRW, DRW 


52003644 D 


EIGHT LIGHT WARNING 
SYSTEM 

Option: B3580-1 1-000 
End Date: 9/5/02 
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CONN 

VENDOR 

PART « 

DESCRIPTION 

QTY 

1.2 

CARLING 

999 IG7 IGOOI 

SWITCH CONNECTOR 

2 

PED 

1 20 1 5069 

10-20 GA TERMINAL 

4 

PED 

1 ZO 1 5B70 

14- IB GA TERMINAL 

B 

PED 

1 2084-590 

10-12 GA TERMINAL 

0 

3 

AMP 

770000-3 

14-20 6A . TERMINAL. RECEPTICAL. 

10 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 

RELAY 

HELLA 

87 122 

HOUSING -RELAY, 5 PO5ITI0N. 


INTERLOCK 


TERMINAL-FEMALE, 1/4", I4-1EGA. 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 136 FOR HARNESS 
SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FDR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNE55 FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4-” INTERVALS WITH THE PREFIX "B" 
NOTES’ ON ALL LEAD5 ' 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

HH 

16 

RED 

1 2V+ BAT. FROM FUSE PANEL. 

BKI 

IB 

BLACK 

FROM SWITCH TO WELDON RELAY (+). 

BO 

1 6 

GREEN 

ACTIVATION SW CAMBER) TO FLASHER. 

GND 

1 6 

WHITE 

CHASSIS GROUND. 

70 

1 B 

WHITE/BLACK 

SWITCH PANEL LIGHTS [+) 

GN/JP 

1 8 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

55 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

57 

18 

RED 

WARNING LIGHT TO WELDON, RED. 

58 

IB 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 

81 

10 

BLUE/WHITE 

TO WELDON, RED LIGHT ACTIVATE. 






EMERGENCY WARNING 
CONNECTOR t| 


MASTER ACTIVATION 
CONNECTOR «2 


A A 



40.0 

SPIRAL TAPE - 


O GREEN 



CONNECTOR *3 


ID 

7" 

A] 

56 

IJ 

57 

58 

70 

eJ~ 

BO 

zJ 

sj 

u 

HH 

I°l 

GND 

ill 

W~ 

!3| 

I4| 

BK 1 

I5| 

B 1 


D 



BUTT SPLICE. 14-16 GA BLUE. 


C 



RING TERMINAL. #10 STUD, 14-16 GA . 


B 



MALE RECEP.. 1/4". 14-16 GA . 


A 



FEMALE FAST-ON, 1/4”, 14-16 GA. 

0 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580- I 3-000 
( SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-1 3-000 
End Date: 9/5/02 
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TERM. 

DESCRIPTION 

A 

FEMALE PUSH-CN, 1/4", 14- IB AWG . 

B 

RING TERMINAL, »IO STUD, 14- IB AWG 


CIR. 

GA. 

CDLCR 

DESCRIPTION 

70 

14 

BLACK 

SWITCH TQ #9 TERMINAL ON FLASHER 

79 

14 

BLACK 

SWITCH TO SWITCH 

80 

14 

GREEN 

SWITCH TO * 1 1 TERMINAL ON FLASHER 

ai 

14 

BLLE 

SWITCH TO #B TERMINAL ON FLASHER 

02 

14 

BROWN/WHT . 

SWITCH TO #3 TERMINAL ON FLASHER 

56 

IB 

RED 

PILOT 

57 

16 

RED 

PILOT 

55 

IE 

YELLOW 

PILOT 

50 

16 

YELLOW 

PILOT 

83 

14 

BROWN/WHT . 

SWITCH TO CIRCUIT BREAKER 

B4 

14 

WHITE 

SWITCH TO CIRCUIT EREAKER 

53 

14 

RED/BLACK 

GRQUsD 











A\ A 


ZZ Z ZZZZZ ZZZZZZZZZZZZZZ 16 ZZZZZZZZ Z ZZZ ZZZZ ZZ Z ZZ 3 




APPROVED VENDORS: TOR IK INC. 


4. FULLY TAPE HARNE55 


2. TAG HARNESS FOR IDENTIFICATION. 



Ihoinas 






HARNESS FOR 358-13 
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CONN 


VENDOR 


DESCRIPTION 


PART * 


3 


RELAY 


CARLING 

PED 

PEP 

PED 

AMP 

AMP 

AMP 

HELLA 

INTERLOCK 

INTERLOCK 


999 I S7 1 600 I 
I 20 I 5BS9 
I 20 I 5870 
I ZDB459Q 
770006-3 
770004-3 
770023- I 
87122 


SWITCH CONNECTOR 


B-20 GA TERMINAL 


14-16 GA TERMINAL 


10-IZ GA TERMINAL 


14-20 GA. TERMINAL, RECEPTICAL. 


12 GA. TERMINAL, RECEPTICAL. 


15 POSITION CONNECTOR, PLUB . 


HOUSING-RELAY. 5 POSITION. 


TERMINAL-FEMALE, 


TERMINAL-FEMALE, 1/4" 


QTY 


_l_ 

3 


4 

0 

1 0 


I 



LEAD * 

AWG 

COLOR 

DESCRIPTION 

E.5TRIP INSULATION BACK 3/E" ON 

K 

1 E 

RED 

12 V+ (IGN.) FROM FUSE PANEL. 

UN 1 bNM INA 1 LU LEADS . 

00 

16 

GREEN 

ACTIVATION SW (AMBER) TO FLASHER. 

4. REFER TO DWG. #52001 1 3G FOR HARNESS 

GND 

16 

WHITE 

CHASSIS GROUND . 

3. FULLY TAPE BREAKOUTS FOR 3”- 

55 

10 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

2" 5PACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION, 

1 .CIRCUIT NUMBERS TO BE STAMPED AT 

5B 

18 

RED 

WARNING LIGHT TO WELDON, RED. 

BKI 

IE 

BLACK 

TO WELDON RELAY, C + ) TRIGGER 

4" INTERVALS WITH THE PREFIX "B” 

NOTES: 0N ALL LEAD5 ’ 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

GN/JP 

18 

BREEN 

GROUND, SWITCH LIGHT JUMPER C-) 


B 1 

1 G 

BLUE/ WHITE 

TO WELDON, RED LIGHTS ACTIVATION. 


57 

18 

RED 

WARNING LIGHT TO WELDON. RED. 


50 

1 B 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 


WASTER/ACTIVATION 
SWITCH 
CONNECTOR #1 
(REAR VIEW) 



sj 

70 

zJ 

GND 

GN/JP 

±1 

±J 

00 
BK 1 

Jj 

GND 

5j 

K 

U 

S 1 

§J 

BK 1 

I 

5 


O green 



CONNECTOR *3 


3 

55 

2j 

5G 

57 

m i±- 

CD 

_5J 

70 

£] 

80 

IJ 

K 

zl 

10) 

GND 

ill 

I2| 

ill 

ill 

BK 1 

!5| 

B 1 


□ 



BUTT SPLICE, 14-16 GA BLUE. 


c 



RING TERMINAL, *10 STUD, 14- IG GA . 


0 



MALE RECEP., 1/4", 1 4- 1 G GA . 


A 



FEMALE FAST-ON, 1/4". 14-16 GA. 

6 


VENDOR 

PART * 

DESCRIPTION 

OTY 


OPTION: B3580- I 5-000 
(SRW, DRW MODELS ONLY) 





52003617 B 




HARNESS, EIGHT LIGHT 
WARNING SYSTEM 


Option: B3580-1 5-000 
End Date: 9/6/02 
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ID 


ID 


rr LIGH T WWN IWB SYSTEM OPERATED OY kWNJALLY CCNTFOLLED SWITCHES. 
m! AND 'pilot LIGHTS 'lOCATST IN L |5lTW CABi^/rQ E TI-E , L^r‘ 

EC OHIVER, 


RED AND AMBER 
SWITCH 
CONNECTOR *1 
CREAR VIEW) 


70 

zJ 

BND 

0N/JP 

iJ 

il 0Q 

BKI 

£l 

GND 

K 

ai 

SJ 

BK 1 


FRONT 


PILDT LIGHT 




Q- @ Q 


(( S) j_ ( Z)J ( ^ ) ± (^ ) 




wi 


<yV>- 

„ 07A 

3 <^ 


O GREEN 


P/N 52003GI7 


§0OO' 


@©0000000 


O GREEN 

CDNNECTQR *3 


SI | 48 GN3 5S BQ 
00000© ■ 
0 " 


WELDON FLASHER 


O GREEN 


O GREEN 
CONNECTOR »G 

P/N 52003592 


Os 

0! 

0 '! 


. § j sr vE aF i i 

•81. Lhasteh 


to i! 

l2l 1 


sg 


c 

c 


I 


o 3 

ir f s~j, f 

t n) 

a iW 


0000000000 


“0 

0@ 

s@ 

■© 


©«. 

0 ™ 

(T5) SND 

^ K 

0 “ 
0 81 

0 “ 
0 ” 


O GREEN 


REAR 


0000 


O GREEN 

CONNECTOR ■ 


O GREEN 
CONNECTOR * 


icSsT' 


0000 


O GREEN 
CONNECTOR • 


©OOOq 

DOOOO 

0OOOQJj 


0.6. J2 0 

G} ls " o,0 

0 le2 j,Q 


y 


y 


J3 

FT - 


ir - Kir - 

13 > ] IS> 


J4 

CD 


E 

END 


© l - 

|)0 J - 

06- 

J2 

0,- 

JZ 

y 0 = - 
JZ 

06- 

JZ 

^> 2 - 


TO E.5. I . LIGHT MODULE 


-0— III" 


[stop] 

— ©HU" 


OPTION B3590- I 5-000 
MINOTOUR SRW, DRW 


ELECTRIC STCF ARM 
SHOWN, REFER TO 
DWG. 52001839 FOR 
WIRING AND FT.UMB1NG 
OF THE AIR OPERATED 
STOP ARM. 



i8imna& 



: 1 


52003649 D 


EIGHT LIGHT WARNING 
SYSTEM 

Option: B3580-1 5-000 
End Date: 9/12/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

OTY 

' 

CARLING 

999 1 67 1 600 1 

SWITCH CONNECTOR 

1 

FED 

1 20 1 5869 

18-20 GA TERMINAL 

2 

PED 

1 20 1 5970 

14-IG GA TERMINAL 

2 

PED 

1 20 B 4590 

10-12 6A TERMINAL 

0 

3 

AMP 

77000G-3 

14-20 GA. TERMINAL, RECEPTICAL, 

10 

AMP 

770D04-3 

10-12 GA. TERMINAL, RECEPTICAL. 

0 

AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 

RELAY 

HELLA 

07122 

HOUSING -RELAY, 5 POSITION. 


INTERLOCK 


TERM INAL- FEMALE. 1/4", 14-16 GA . 


INTERLOCK 


TERM INAL- FEMALE, 1/4", 1 0- 1 2 GA . 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 


4. REFER TO DWG. #52001136 FOR HARNESS 
SPECIFICATIONS. 


3. FULLY TAPE BREAKOUTS FOR 3" 
2" SPACING OTHERWISE. 


2. TAG HARNESS FOR IDENTIFICATION. 


I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES • 0N ALL LEADS • 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

K 

12 

RED 

1 2V+ IGN, FROM FUSE PANEL. 

JPI 

16 

RED 

JUMPER TO ACTIVATION SWITCH. ( + ) 

80 

16 

BREEN 

ACTIVATION SW CAMBER] TD FLASHER. 

GND 

16 

WHITE 

CHASSIS GROUND. 

70 

16 

WHITE/BLACK 

SWITCH PANEL LIGHTS C+) 

GN/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER C-] . 

1 49 

1 2 

BLACK 

SWITCH HARNESS JUMPER. 

55 

1 0 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

10 

RED 

WARNING LIGHT TO WELDON. RED. 

Ql 

1 6 

BLUE/WHITE 

TD WELDON, RED LIGHT ACTIVATE. 

57 

18 

RED 

WARNING LIGHT TO WELDON. RED. 

56 

18 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 


OVERRIDE 
CONNECTOR «l 
[REAR VIEWJ 


eJ 

70 

zT^ 

GN/JP 

ij 

±1 

eJ 

81 

sJ 

U 

GND 

GN/JP 

§J 



A A 



A A 


O green 



CONNECTOR #3 


(Jl 

U 

5G 

in 

57 

(Jl l±. 

CO 

5j 

70 

a~ 

BO 

3 

£j 

K 

s] - 

I0| 

GND 

ill 

!£l 

III 

1 49 

ill 

81 


D 



BUTT SPLICE, 14-16 GA BLUE 


C 



RING TERMINAL, #10 STUD, 14-16 GA . 


B 



MALE RECEP., 1/4", 14-16 GA . 


A 



FEMALE FAST-ON, 1/4", 14-16 GA . 

10 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580- I 6-000 
( SRW , DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-1 6-000 
End Date: 9/6/02 
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REAR 


FROM BODY 
SOLENOID 
(BATT . I 


ELECTRIC STOP ARM 
SHOWN, REFER TO 
DWG S200 I B3B FOR 
WIRING AND PLUMBING 
OF THE AIR OPERATED 
STOP ARM. 


NOTES : 

I . U5E PRESSURE SWITCH 22036377 WHEN AIR 
5ERVICE D00R5 ARE ORDERED. 

Z. WIRING HARNE55 520001 76 15 USED FOR 
WIRING TO THE SWITCH BOX. 



52002519 B 


EIGHT LIGHT WARNING 
SYSTEM 

Option: B3580-1 7-000 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

□TY 


CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

3 

1. 2. 3 

PED 

1 20 1 50G9 

10-20 GA TERMINAL 

3 

PED 

1 20 1 5B70 

14- IG GA TERMINAL 

12 


PED 

1 2004 590 

10-12 GA TERMINAL 

0 


AMP 

770006-3 

14-20 6A . TERMINAL. RECEPTICAL. 

10 

3 

AMP 

770004-3 

10-12 BA. TERMINAL. RECEPTICAL. 

0 


AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 


HELLA 

87122 

HOUSING-RELAY, 5 POSITION. 


RELAY 

INTERLOCK 


TERM I N AL-F EM ALE . 1/4”, 14-IEGA. 



INTERLOCK 


TERMINAL-FEMALE, 1/4”, 10-12 GA . 



5.5TRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2*' SPACING OTHERWISE. 

2. TAG HARNESS FDR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

HH 

IG 

RED 

12V + BAT. FROM FUSE PANEL. 

BK 1 

IG 

BLACK 

FROM SWITCH TO WELDON RELAY t + ) . 

80 

16 

GREEN 

ACTIVATION SW (AMBER) TO FLA5HER . 

GND 

IG 

WHITE 

CHASSIS GROUND. 

70 

10 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

GN/JP 

10 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

JPI 

16 

BLACK/WHITE 

5WITCH HARNE55 JUMPER. 

55 

10 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

16 

RED 

WARNING LIGHT TO WELDON, RED. 

01 

IB 

BLUE /WHITE 

TO WELDON, RED LIGHT ACTIVATION. 

57 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

SB 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 


MASTER ACTIVATION 
CONNECTOR *1 
(REAR VIEW) 



OVERRIDE /CANCEL 
CONNECTOR *3 


[HEAR 

VIEW) 

sj 

70 

a 

GN/JP 

u 

±J 

iJ 

JPI 

5j 

GND 

BK 1 

sj 

B 1 

l 

0 


ACTIVATION 
CONNECTOR *Z 


(REAR 

VIEW) 

iJ 

70 

zJ 

GN/-P 

iJ 

zJ 

zj 

BK 1 

5j 

iJ 

BO 

iJ 

1 

0 


40.0 


SPIRAL TAPE 


O green 



CONNECTOR *3 


IT 

55 

1] 

5G 

2| 

57 

iJ 

59 

5j 

70 

6j 

80 

zl 


HH 

I0| 

GND 

ill 

I2| 

I3| 

ill 

BK 1 

1^ 

8 1 


D 



BUTT SPLICE, 14-IG GA BLUE. 


C 



RING TERMINAL, #10 STUD, 14-16 GA . 


B 



MALE RECEP.. 1/4”. 14-16 GA . 


A 



FEMALE FAST -ON, 1/4”, 14-IG GA. 

6 


VENDOR 

PART # 

DESCRIPTION 

OTY 


OPTION: B3580-20-000 
( SRW , DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-20-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 

1 . 2 

CARLING 

9991 6716001 

SWITCH CONNECTOR 

2 

PED 

1 2D 1 5069 

IB-ZO GA TERMINAL 

3 

PEO 

1 ZD 1 5070 

14-IG GA TERMINAL 

B 

PEO 

1 2004590 

10-12 GA TERMINAL 

0 

3 

AMP 

770006-3 

14-20 GA, TERMINAL, RECEPTICAL. 

8 

AMP 

770004-3 

ID-IZ GA . TERMINAL, RECEPTICAL. 

0 

AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 

RELAY 

HELLA 

B7IZZ 

HOUSING-RELAY, 5 POSITION. 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 14-IG GA. 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/0" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 I3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAK0UT5 FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B” 
NOTES- QN ALL LEADS - 


LEAD » 

AWG 

COLOR 

DESCRIPTION 

HH 

16 

RED 

1 2V+ BAT. FROM FUSE PANEL. 

BK 1 

16 

BLACK 

FROM 5WITCH TO WELDON RELAY C+>. 

80 

16 

GREEN 

ACTIVATION SW (AMBER) TO FLASHER. 

GNO 

IE 

WHITE 

CHA55I5 GROUND. 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+ ) 

GN/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-). 

JP 1 

10 

BLACK/ WHITE 

SWITCH HARNE55 JUMPER. 

56 

IS 

RED 

WARNING LIGHT TO WELDDN, RED. 

SI 

10 

BLUE/WHITE 

TO WELDON. RED LIGHT ACTIVATION. 

57 

IB 

RED 

WARNING LIGHT TO WELDON, RED. 










MASTER ACTIVATION 
CONNECTOR *1 
(REAR VIEW] 


aj 

70 

zJ 

GND 

GN/*P 

n 

±1 

zj 

HH 

eJ 

7J 

JPI 

aJ 

JPI 


AAA 



OVERR ICE/CANCEL 
CONNECTOR »3 


(REAR 

VIEW) 

5J 

70 

il 

BN/JP 

it 

*J 

£j 

JPI 

sj 

GND 

BK 1 

sj 

a i 

1 

0 


A 


A 



n 

li 

5G 

IJ 

57 

±1 

Jil 

70 

BO 

zJ 

ZJ 

HH 

I0| 

GND 

llJ 

W~ 

izl 

111 

BK 1 

pH 

a i 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL. *10 STUD, 14-16 GA . 


B 



MALE RECEP,. 1/4", 14-16 GA , 


A 



FEMALE FAST-ON, 1/4”, 14-16 GA . 

5 


VENDOR 

PART * 

DESCRIPTION 

QTY 


□PTIGN: B3580-20-00 I 
CSRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-20-001 
End Date: 9/6/02 
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FRONT 


RIGHT 
RED RED 




(($) i (© -T 


RED RED 

LEFT REAR 


000® 


O GREEN 

CONNECTOR > 


O GREEN 
CONNECTOR < 


000® 


O GREEN O GREEN 0'“ J2 0 U 

0,60 00 

0"“ ■ J, 0 

0I6B J60 



ST 


GND 


0 ,. 

i0 3 - 

05 - 

J2 




TG E.S.I. LIGHT MODULE 


FROM FUSE PNL. 

= * 55 IBATT . ) 


ELECTRIC STOP ARM 
SHOWN, REFER TO 
DWG. 5200 I B3B FOR 
WIRING AND PLUMBING 
OF ThE AIR OPERATED 
STOP ARM. 


OPTION B3580-20-00I 
MI NOTOUR SRW, DRW 



52003656 D 

* Ihomas 


|. 1:1 w ^ m 

£| 


EIGHT LIGHT 
SYSTEM 

Option: B3580 
End Date: 9/6/ 

WARNING 

-20-001 

02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

3 

1. 2, 3 

FED 

1 20 1 5GG9 

18-20 GA TERMINAL 

3 

PED 

1 20 1 5070 

14-16 GA TERMINAL 

12 


PED 

1 20 B 45 90 

10-12 GA TERMINAL 

0 


AMP 

770006-3 

14-20 GA. TERMINAL. RECEPTICAL. 

0 

3 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 

0 


AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG. 

1 


HELLA 

07122 

HOUSING -RELAY. 5 POSITION. 

1 

RELAY 

INTERLOCK 

JBC-1230- 1 

TERM INAL -FEMALE, 1/4", 14-16 GA. 

5 


INTERLOCK 


TERM INAL -FEMALE, 1/4", 10-12 GA. 

0 


5. STRIP INSULATION BACK 3/S" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001 136 FOR HARNE5S 
SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- 0N ALL LEADS - 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

55 

10 

YELLOW 

PILOT LIGHT JP- YELLOW 

5G 

IB 

RED 

PILOT LIGHT JP-RED 

59 

IB 

RED/BLACK 

TO DOOR SWITCH (GND) . 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS l+) 

80 

IG 

GREEN 

ACTIVATION SW CAMBER] TO FLASHER. 

B 1 

IG 

BLUE/ WHITE 

TO WELDON, RED LIGHT ACTIVATE. 

HH 

12 

RED 

12 V+ BATT. FROM FUSE PANEL. 

BKI 

IG 

BLACK 

FROM SWITCH TO WELDON RELAY (+). 

6ND 

16 

WHITE 

CHASSIS GROUND. 

BN/JP 

10 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

JPI 

10 

BLACK/WHITE 

SWITCH JUMPER 

PLT 

IB 

RED 

PILOT LIGHT FEED FOR CUR. SENSOR 






3 

H 

IJ 


70 

80 

zJ 

PLT 

sj 

HH 

I0| 

GND 

llI 

59 

Li 

13) 

ill 

BK 1 

8 1 


O GREEN 

CONNECTOR #3 

CTO SWITCH CABINET HARNESS? 


30 - 

PLT 

B5 - 

59, B 1 

BG - 

HH 

B7 - 

5G 

B7A - 

55 


K 1 

| 30 

Bsl 

97A 

1 BG 


B7 



14.0 



ACTIVAT ION SWITCH 
CONNECTOR *2 
(REAR VIEW) 



OVERRIDE 
CONNECTOR -3 


(HEAR 

VIEW) 

iJ 

70 

zJ 

BN/J 3 

jj 


iJ 

HH 

II 

GN /JP 

GND 

3j 

BK 1 

2 

B 1 

1 

.0 


MASTER SWITCH 
CONNECTOR »l 


(REAR 

VIEW) 

Bj 

70 

zl 

0N/JF 

ij 

±1 

iJ 

HH 

Si 

®J 

JPI 

5J 

JPI 

BKI 

1 

.0 



CONNECTOR #3 


D 



BUTT SPLICE, 14-IG GA BLUE. 


C 



RING TERMINAL, #10 STUD, 14-16 GA . 


B 



MALE RECEP., 1/4". 14-16 GA . 


A 



FEMALE FAST -ON, 1/4”, 14-16 GA . 

4 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-2 I -000 
CSRW, DRW MODELS ONLY ) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-2 1-000 
End Date: 9/6/02 
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FRONT 



OPTION B3580-2 I -OOO 
MI NOTOUR 5RW, DRW 



52003657 D 

1 nomas 



H 


EIGHT LIGHT 
SYSTEM 

Option: B3580 
End Date: 9/6/ 

WARNING 

-21-000 

02 
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SWITCH BOX REQUIRED 



MANUAL 

ACR 

DOOR 

ELECTRIC 

DOOR 

CONV. 

S2002 1 44 

52QD2 1 45 

52002145 

VISTA 

5ZD022 1 B 

52002437 

52002437 

PUSH 


DASH 

□ ASH 

F.C. 

520022 IB 

52002225 

52002225 


B3880-21-000 
SYSTEM! OPfflATKJN 

1 . FOUR 7” AMBER LIGHTS AND FOUR 7" RED LIGHTS. 

2. AMBER LIGHTS MANUALLY ENERGIZED BY ROCKER SWITCH 
LOCATED ON THE DA5H PANEL (ERJ OR IN A 5WITCH BOX 
RIGHT OF STEERING COLUMN. 

3. RED LIGHTS AUTOMATICALLY ENERGIZED [WITH AMBER LIGHTS 
AUTOMATICALLY DE-ENERGIZED! WHEN BUS SERVICE DOOR IS 
OPENED . 

4-. RED LIGHTS AND STOP ARM ACTIVATED WHENEVER SERVICE DOOR 
IS DPENED (NONSEQUENTIAL) . 

5. MASTER SWITCH LOCATED ON THE DASH PANEL (ERJ OR IN A 
SWITCH BOX RIGHT OF STEERING COLUMN. 

G. OVERRIDE SWITCH LOCATED ON DASH PANEL IER) OR IN SWITCH 
BOX RIGHT OF STEERING COLUMN TO FLASH RED LIGHTS 
AND EXTEND STOP ARM. 

7. RED PILOT LIGHT ON DASH PANEL CER) OR IN CONTROL BDX TO 
INDICATE SYSTEM OPERATION. 

B. WELDON 7000 ELECTRONIC FLASHER. 



NOTES : 

1 . USE PRESSURE SWITCH 2203G377 WHEN AIR 
SERVICE DOORS ARE ORDERED. 

2. WIRING HARNESS 52000337 15 USED FOR 
WIRING TO THE SWITCH BOX. 


52003526 C 


EIGHT LIGHT WARNING 
SYSTEM 

Option: B3580-21-000 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 


CARLING 

999 1 E7 1 GOO 1 

SWITCH CONNECTOR 

1 


PED 

1 2D 1 5BG9 

IB-20 GA TERMINAL 

2 


PED 

1 20 1 5070 

14-IG GA TERMINAL 

g 


PED 

1 2004590 

10-12 GA TERMINAL 

0 


AMP 

7700OG-3 

14-20 GA. TERMINAL, RECEPTICAL. 

10 

3 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 

0 


AMP 

770023- 1 

15 POSITION CONNECTOR. PLUG, 

1 


HELLA 

07122 

HOUSING -RELAY, 5 POSITION. 


RELAY 

INTERLOCK 


TERM INAL -FEMALE, 1/4", 14-IG GA. 



INTERLOCK 


TERMINAL-FEMALE. 1/4", 10-12 6A . 



5. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 I 3G FOR HARNESS 
SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR I DENT I F I CAT I ON . 


CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
□N ALL LEADS. 


ACT I VAT I DN/C ANGEL 
CONNECTOR *2 


(REAR 

VIEW) 

bJ 

70 

zJ 

ONAJP 

ll 

±J 

iJ 

JPI 

u 

GND 

iJ 

BK 1 

81 

1 

0 


A ^ a 



A A 

( JP I ) ( BO ) 


(REAR 

VIEW) 

Jj 

70 

zl 

GN/JP 

j 

il 

zJ 

K 

5j 

JP 1 

_6j 

JP 1 

1 

0 


O GREEN 

CONNECTOR #3 


SPIRAL TAPE 


D 



BUTT SPLICE, 14-IG GA BLUE. 


C 



RING TERMINAL, *10 STUD. 14-IG GA . 


B 



MALE RECEP., 1/4", 14-IG GA . 


A 



FEMALE FAST-ON, 1/4", 1 4- 1 E GA . 

B 


VENDOR 

PART # 

DESCRIPTION 

QTY 


OPTION: B3580-22-000 
( SRW, DRW MODELS ONLY) 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

K 

16 

RED 

1 2V+ CIGN.) FROM FUSE PANEL. 

BK 1 

16 

BLACK 

FROM SWITCH TO WELDON RELAY [+) . 

BO 

16 

GREEN 

ACTIVATION SW (AMBER) TO FLASHER. 

GND 

16 

WHITE 

CHASSIS GROUND. 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

GN/JP 

IB 

GREEN 

GROUND, SWITCH LIGHT JUMPER (-) . 

JPI 

16 

BLACK/WHITE 

SWITCH HARNE55 JUMPER. 

55 

10 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

5G 

18 

RED 

WARNING LIGHT TO WELDON, RED. 

58 

IB 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

57 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

B 1 

IG 

BLUE 

RED LIGHT ACTIVATION. 



3 

55 

zl 

56 

zl 

57 

58 

5] 

70 

S] 

80 

zl 

8j 

K 

zl 

10] 

GND 

ill 

ill 

I3| 

I4| 

BK 1 

i^l 

B 1 



52003612 C 

IhemAs 

|. I'HiynrwPW' 


HARNESS, W 
LIGHTS, SWI1 
HARNESS 

Option: B3580 
End Date: 9/6/ 

ARNING 

rcH 

-22-000 

02 
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o 

o 

m 

o o 

OO J 


ID 


0 m 

O OO o 

°trZF 

G41&§T®a 





o o o o 
o o o o 

V. 

u y 

ID 


'Tnottmaa J 
o o o o 
o o o o 

SfL 


Z. MASTER SWITCH WITH A 


1 SWITCH PANEL . 


a 

70 

0 

J 

±J 

zJ 

K 

5j 

JP 1 

JP 1 


MASTER 
SWITCH 
CONNECT DR * I 
(REAR VIEWJ 


MOMENTARY SWITCH 


OVERRIDE 
SWITCH 
CONNECTOR *1 
(REAR VIEW 3 



PILOT LIGHT 


ii 

70 

ZT^ 

GN/JP 

0 

*J 

il 

JPI 

GND 

EN/JP 

iJ 

BK 1 

mJ 

Bl 


FRONT 


RIGHT 
AUBER RED 


FT 




- O 0-O - it i 








O GREEN 


i 7 


TL 


©00031 

DOOOO 

80 OQql 


LP 


BKI 01 l+S GAD SS 00 55 


00000000 ® 2^1 

CH HARNE 

a 



RED AUBER AMBER 

LETT REAR 


0000 


O GREEN 


O GREEN 

©ooe 


CONNECTOR *17 

0000 


[FRONT MAIN HARNE55) 

®ooc 



0000 


O GREEN 


P/N 52005624 


EcJJ 0 G “n 

® 

00000000 


WELDON FLA5HER 



00 — 

LMI4S- I 

0 — 

0 — 

LW57 

0 — 

0 — 
LW56 

O — 

0 — 
LW0O 

0 — 

® — 
NCN-SEa 


O green 0'“ 

cdb ^sl:,' (D'“ — ji <t) 

(7>, 62 j,0 

0HBB J 2 (7) 


Jl 

JZ 

iJ 

±1 I 

150^ 

164 J 

2J 

a \ 

2 


3 ^ 

P~y 

±J 

IJ 

ig2 n 

1 GS J 

HJ 


4 ^ 

0 sj J 

3 


IS 

5 y\ 


170 

a 


iP) 


<$' 

<5>b 

jz 

0' 

JZ 

)0' 

©■ 

JZ 

<£> = 

J2 

9' 


TO E.S.I. LIGHT MODULE 


-0— III'' 



e— in" 


OPTION B3580-ZZ-000 
MI NOTOUR SRW, DRW 


ELECTRIC STOP ARM 
SHOWN. REFER TO 
DWG. 5200 I B3B FDR 
WIRING AND PLUMBING 
OF THE AIR OPERATED 
STEP ARM. 


52003667 D 


EIGHT LIGHT WARNING 
SYSTEM 

Option: B3580-22-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

□TY 

1 

CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

1 

PED 

1 ZO 1 5B69 

10- ZO GA TERMINAL 

1 

PED 

1 20 1 5070 

14-16 GA TERMINAL 

5 

PED 

1 2084590 

10-12 GA TERMINAL 

0 

3 

AMP 

77000G-3 

14-20 GA. TERMINAL. RECEPTICAL. 

9 

AMP 

770004-3 

10-12 GA. TERMINAL. RECEPTICAL. 


AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 

RELAY 

HELLA 

07122 

HOUSING-RELAY. 5 POSITION. 


INTERLOCK 


TERM INAL- FEMALE. 1/4”. 14-16 GA . 


INTERLOCK 


TERM INAL- FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/8” ON 
UNTERMINATED LEADS. 

4. REFER TO DWO . #5ZOOI 136 FOR HARNE55 
SPECIFICATIONS . 

3. FULLY TAPE BREAKOUTS FOR 3”- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
NOTES • 0N ALL LEADS • 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

BK 1 

IG 

BLACK 

FROM SWITCH TO WELDON RELAY [+] 

00 

IG 

GREEN 

ACTIVATION SW (AMBER) TO FLASHER. 

GND 

16 

WHITE 

CHASSIS GROUND. 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS <+) 

55 

16 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

5E 

16 

RED 

WARNING LIGHT TO WELDON, RED. 

K 

IG 

RED 

IZ V-i- CIGN.) FROM FUSE PANEL. 

GN/JP 

18 

GREEN 

GROUND, SWITCH LIGHT JUMPER. (-) 

57 

18 

RED 

WARNING LIGHT TO WELDON, RED. 

50 

10 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 










ACTIVATION/CANCEL 
CONNECTOR *1 
(REAR VIEW) 



CONNECTOR #3 


55 

5G 

57 

CD 

T1 111 

70 

6j 

BO 

IT 

£j 

K 

9j 

LEl 

GND 

ill 

ill 

L3| 

ill 

BK 1 

LEl 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL. *10 STUD, 14-16 GA . 


B 



MALE RECEP.. 1/4”, 14-16 GA . 


A 



FEMALE FAST -ON. 1/4". 1 4- 1 6 GA . 

6 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-23-000 
CSRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-23-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

QTY 


CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

3 

1 , 2, 3 

PED 

120 15069 

10-20 BA TERMINAL 

2 

PED 

1 ZD 1 5870 

14- IE GA TERMINAL 

10 


PED 

1 ZDB4590 

10-12 GA TERMINAL 

D 


AMP 

770006-3 

14-20 6A . TERMINAL. RECEPTICAL. 

10 

3 

AMP 

770004-3 

10-12 6A . TERMINAL, RECEPTICAL. 

0 


AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 


HELLA 

87122 

HOUSING-RELAY. 5 PD5ITI0N. 

1 

RELAY 

INTERLOCK 


TERM INAL -FEMALE, 1/4”, 1 4- 1 E GA . 

4 


INTERLOCK 


TERM INAL -FEMALE, 1/4”, 10-12 GA . 

0 


II 

55 

56 

li 

57 

aJ 

58 

70 

CD [^L 

o 

zl 

l] 

K 


I 

GNO 

I 

I2| 

82 

13] 

zl 

BK 1 




CONNECTOR #3 


6. TAPE CONVOLUTE TO HARNESS AT ENDS. 

5. STRIP INSULATION BACK 3/0” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #52001136 FOR HARNESS 
SPEC IF [CATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FDR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
I^QI^g . ON ALL LEADS . 


30 - 

B2 

B5 - 

BND 

86 - 

202 

87 - 

202, 203 - 

87A - 

205 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

202 

16 

WHITE/RED 

SWITCH TO CHIME RELAY. 

BK 1 

IE 

BLACK 

FROM SWITCH TO WELDON RELAY C+) . 

00 

16 

GREEN 

ACTIVATION SW CAMBER! TO FLASHER. 

GND 

16 

WHITE 

CHASSIS GROUND. 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

GN/JP 

18 

GREEN 

GROUND. SWITCH LIGHT JUMPER C-) . 

55 

IG 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

10 

RED 

WARNING LIGHT TO WELDON, RED. 

K 

16 

RED 

12 V+ IGN. FROM FUSE PANEL. 

203 

IE 

WHITE/RED 

OUTPUT FROM RELAY TO CHIME. 

205 

16 

RED 

OUTPUT TO STOP ARM SOLENOID. 

02 

14 

BLUE 

5T0P ARM OUTPUT. FROM FLASHER. 

57 

16 

RED 

WARNING LIGHT TO WELDON. RED. 

56 

10 

YELLOW 

WARNING LIGHT TO WELDON. AMBER. 






STCP ARM SWITCH 
CONNECTOR »3 
CREAR VIEW J 


MOMENTARY ACTIVATION 
CONNECTOR * I 
(REAR VIEW! 


CANCEL 

CONNECTOR »2 


14.0 



(REAR 

VIEW) 

®J 

70 

zl 

GN/JP 

il 

±1 

iJ 

K 

II 

£j 

BK 1 

“J 

1 

J 

.0 


CONVOLUTE TUBING 


D 



BUTT SPLICE, 14-16 GA BLUE. 

1 

C 



RING TERMINAL, *10 STUD. 14-16 GA . 


B 



MALE RECEP., 1/4", 14-16 GA , 


A 



FEMALE FAST -ON. 1/4”. 14-16 GA . 

B 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-24-000 
(SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-24-000 
End Date: 9/6/02 
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TERMINAL 

DESCRIPTION 

A 

- ?655ir?iKH : 5n7ATT7 : ir7wG _ I»S; 

B 

FEMALE PUSH-ON 1/4', 15-12 AVIS INS. 

C 

RING TCRMINAL FOR *10 STUD, 14-16 AVG INS 


3/8* FL£X CONVOLUTED CONDUIT 17D* 


TTrrmrrmrmmunuTinHmnmim'irniTTim iTiinjjTrrnrrD 



OPTION B3S80-24 


2oa 

16 

RED 

PILOT LIGHT RED TO GROUND 

205 

14 

RED 

RELAY #30 TO STOP SIGN TERMINAL ON FLASHER 

“SB" 

14 

RED 

KTERRUPT SWITCH TO RELAY #30 

iar 

16 

WHITE 

RELAY #88 TO RELAY #87 

202 

Ift 

WHITE 

INTERRUPT SWITCH TO RELAY #88 

201 

16. 

RED 

PHOT UCHT RED TO FLASHER 

200 

>6 

YELLOW 

PHOT UCHT AMBER TO FLASHER 

190 

14 

GREEN 

AMBER UCHT SWITCH TO START TERMINAL ON FLASHER 

198 

14 

YELLOW 

PHOT Ugir AMBER TO GROUND 

197 

14 

GREEN 

F^pi TO SWITCH 

196 

14 

white" 

PANEL UCHT3 

cut. 

GA. 

CDLDR 

DESCRIPTION 


NOTE' REFER It] DRAWING • 3200-1136 FT» HARNESS SPECIE AC ATEXS 

circuit numbers td be stamp a at a* intervals v /prefix b on all leads 


80520195 C 


HARNESS, WARNING 
LIGHTS 

Option: B3580-24-000 
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OVERRIDE 

op- 

70 

Z! 

QN/wP 

CONNECTOR *3 
(REAR VIEW) 


±J 


*1 

202 

Jli 


4l 

92 

ej 


FRONT 


RI0HT 
AMBER RED 



OPTION B3580-24--000 
MINOTOUR SRW, DRW 



52003659 E 

i8imna& 


1:1 ^ ^ m 

H 


EIGHT LIGHT 
SYSTEM 

Option: B3580 
End Date: 9/6/ 

WARNING 

-24-000 

02 
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4. STRIP ] N5ULATI0N BACK 5/B" ON 
UNTERM] NATED LEADS. 

3 . REFER TO DWG . #5200 I I 3G FOR HARNESS 
SPECIFICATIONS . 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 
NOTES' 0N ALL LEADS - 


D 



BUTT SPLICE, 14- IS GA BLUE. 

3 

C 



RING TERMINAL, # IO STUD, 1 4- 1 S GA . 


B 



MALE RECEP., 1/4”, 1 4- 1 G GA . 


A 



FEMALE FAST -ON, 1/4", 14- IS GA . 

1 1 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B3580-26-000 
( SRW, DRW MODELS ONLY) 



HARNESS, EIGHT LIGHT 
WARNING SYSTEM 

Option: B3580-26-000 
End Date: 9/6/02 
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CONNECTOR LIST 

CONN 

VENDOR 

PART NO. 

DESCRIPTION 

OTY. 

1 

CONTROL DESIGNS 

BR05-W-H 

HOUSING-RELAY, 5-POSITION 

| 

INTERLOCK 

JBC- IZ30- 1 

TERMINAL -FEMALE, 1/4", 14- IB AWG . 

2 

INTERLOCK 

JW- 1330-2 

TERMINAL-FEMALE, 1/4", CZJ-16 AWG. 

Z 



CONN-CAV . 


DESCRIPTION 


MASTER SWITCH TO FUSE PANEL (t 12V) 


STOP SIGN FLASHER TO STOP SIGN 


WHITE/BLACK 


WHITE/SLACK 


WARNING LIGHT PILOT LIGHT (AMBER) 


WARNING LIGHT PILOT LIGHT (RED) 


WARNING LIGHT PILOT LIGHT (RED) 


WARNING LIGHT PILOT LIGHT (AMBER) 


3 POS. SW. (4) TO DOOR SW . ON FLASHER TO RELAY (85) TO SW. ON CONTROLLER 


3 POSITION SWITCH (3) TO STOP SIGN FLASHER 


3 POSITION SWITCH (5) TO GROUND 


3 POSITION SWITCH CZ) TO MASTER SWITCH 


MASTER SWITCH TO DOOR SWITCH RELAY (30 «. 56) 


3 POSITION 5WITCH CD TO MASTER 5WITCH ON FLA5HER 


MASTER SWITCH ON FLASHER TO START SWITCH DN FLASHER 


START SWITCH ON FLASHER TO DOOR SWITCH RELAY CB7) 


MASTER SWITCH ON FLASHER TO STDP ARM BUZZER C+I2V) 


STOP ARM SOLENOID ON FLASHER TD STOP ARM BUZZER RELAY TERM. 


STOP ARM BUZZER RELAY TERM. 30 CTO DIODE) TO DOOR SWITCH 


STDP ARM BUZZER RELAY TERM. B7A TO STDP ARM BUZZER GND 


STOP ARM BUZZER RELAY TERM. B5 TO GNO 


CONNECTOR 


A 






jm/Ul G // ///J//////////I////I/U/L LL/U H/// 9 ZZZZZZZZZZZ 2 / /// // // 1 



© AtaPE TO ''I 
WIRE JUMPERS WAIN BODY 

Lqf harness J 


NOTES : 

1 . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 

2. TAD HARNESS FOR IDENTIFICATION. 

3. FULLY TAPE THIS HARNESS. 

4. REFER TO DWG. *520D I 1 3E FDR HARNE55 
SPECIFICATIONS. 

E. STRIP IN5ULATI0N BACK I /Z" DN 
UNTERMINATED LEADS. 


A$>- 


E 

SPRING SPADE, *10 STUD, 14-16 AWG,, INSULATED 

□ 

BUTT SPLICE, INSULATED, 14- IS AWG, 

C 

RING TERMINAL, *10, 14-16 AWG. 

a 

FEMALE PUSH-ON. 1/4". 10-12 AWG. 

A 

FEMALE PUSH- ON. 1/4", 14-16 AWG. 

TERM 

DESCRIPTION 


CONNECTOR •! 


-©A 



I nomas. 


j. 



aB- 


-®A 


52001854 C 


HARNESS, WARNING 
LIGHT, EIGHT LIGHT, IN 
SWITCH CABINET 
(FLORIDA) 
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CONN 

VENDDR 

PART * 

DESCRIPTION 

QTY 

1, 2 

CARLING 

999 1 G7 1 BOD 1 

SWITCH CONNECTOR 

2 

PED 

1 20 1 5069 

IB-20 GA TERMINAL 

2 

PED 

1 20 1 5B70 

1 4- IB GA TERMINAL 

8 

PEO 

1 2084590 

10-12 GA TERMINAL 

0 

3 

AMP 

770006-3 

14-20 GA. TERMINAL. RECEPTICAL. 

10 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 


AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 

RELAY 

HELLA 

87122 

HOUSING -RELAY, 5 POSITION. 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 1 4- 1 G GA . 


INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. #5200 1 1 3E FOR HARNE55 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" 5PACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES- DN ALL LEADS - 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

HH 

16 

RED 

1 2V+ BAT. FROM FUSE PANEL. 

BK 1 

IB 

BLACK 

FROM SWITCH TO WELDON RELAY ( + ) . 

00 

16 

GREEN 

ACTIVATION SW CAMBER) TO FLASHER. 

GND 

16 

WHITE 

CHASSIS GROUND. 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) 

55 

19 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 

56 

10 

RED 

WARNING LIGHT TO WELDON. RED. 

GN/JP 

18 

GREEN 

GROUND, SWITCH LIGHT JUMPER. (-) 

91 

16 

BLUE/WHITE 

TO WELDON, RED LIGHT ACTIVATE. 

57 

19 

RED 

WARNING LIGHT TO WELDON, RED. 

5B 

19 

YELLOW 

WARNING LIGHT TO WELDON, AMBER. 






OVERRIDE 
CONNECTOR *2 


[REAR 

VIEW) 

70 

I ] 

GND 

GN/-P 

ii 

i) 

zJ 

HH 

eJ 

GND 

BK 1 

81 

1 

0 


MASTER ACTIVATION 
CONNECTER »l 
(REAR VIEW) 



O green 



CONNECTOR #3 


3 

55 

2j 

56 

57 

ZJ 

50 

5j 

70 

6j 

00 

zi 

£j 

£j 

HH 

I0| 

GND 

5 

Zl 

13| 

1^ 

BK 1 

I5| 

a i 


D 



BUTT SPLICE, 14-16 GA BLUE. 


C 



RING TERMINAL, #10 STUD, 14-16 GA . 


B 



MALE RECEP., 1/4", 14-16 GA . 


A 



FEMALE FAST-ON, 1/4", 14-16 GA . 

6 


VENDOR 

PART * 

DESCRIPTION 

QTY 


OPTION: B 3580 -27 -000 
( SRW, DRW MODELS ONLY) 



HARNESS, EIGNT LIGHT 
WARNING SYSTEM 

Option: B3580-27-000 
End Date:9/6/02 
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CONN 

VENDOR 

PART NO. 

DESCRIPTION 

QTY . 

6A, 6B 

AMP 

6 1 1 1 7- 1 

14-20 GA. TERMINAL RECEPTICAL. 

X 

AMP 

1 -480424-0 

4 POSITION CONNECTOR PLUG. 

X 


XX 

XX 

14-16 GA. TERMINAL RECEPTICAL. 

X 


AMP 

770022- 1 

12 POSITION CONNECTOR PLUG. 

X 

RELAY 

HELLA 

87 122 

HOUSING-RELAY, 5 POSITION. 

X 

BLOCK 

XX 

XX 

TERMINAL-FEMALE, 1/4", 14- IS GA . 

X 


STOP SIGN 


n 

zJ 

3 ^ 

149 

±J 

sj 

82 

zJ 

3 

59 

CO l®. 

o 

!°l 

ill 

13 

GND 



O GREEN 
CONNECTOR #6 

C5WITCH PANEL HARNE55) 



3.0 



30 - 

149 

05 - 

GND 

as - 

82A 

87 - 

82 

87A - 




6. WHERE "XX” IS INDICATED, USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

5. WHERE "X” IS INDICATED, USE APPROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

4. STRIP INSULATION BACK 3/9” ON 
UNTERMINATED LEADS. 

3. REFER TO DWG. *52001 136 FOR HARNESS 
SPECIFICATIONS . 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 

NOTES- QN ALL LEADS - 


OPTION : B3580-3 I -000 
(SRW, DRW MODELS ONLY) 


LEAD 

AWG 

COLOR 

DESCRIPTION 

59 

14 

RED/BLACK 

DOOR SIGNAL (GND) TO FLASHER 

80 

14 

GREEN 

ACTIVATION SW. TO FLASHER. 

82 

14 

BLUE 

FEED TO STOP ARM SOLENOID. 

82 A 

14 

BLUE 

FEED TO STOP ARM RELAY. 

149 

14 

BLACK 

FLASHER POWER. 

GND 

14 

WHITE 

FLASHER GROUND. 






CONNECTOR #GA 

(POWER FLASHER) 


r\ 

I — | 

- 


J(§} 

• 


1(0) 




- 



L_/ 

i i 


3 “ 

I 49 

u~ 

I 49 

GND 

3 

GND 


CONNECTOR #6B 
(CONTROL FLASHER) 


rv 

| — ] 



J(§) 



1(0) 

- 


© 

- 


I(Q> 

L/ 

1 I 


3“ 

80 

n~ 

59 

3“ 

82A 



52003845 B 

• ih tunas 


HARNESS, C 
& POWER, W 
STROBE WAF 
SYSTEM 

DNTROL 

HELEN 

^NING 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

□TY 


LEAD * 

AWG 

COLOR 

DESCRIPTION 


CARLING 

999 1 97 1 GOO 1 

SWITCH CONNECTOR 

1 


HH 

19 

RED 

1 2V+ BAT. FROM FUSE PANEL. 


PED 

120 15099 

10-20 GA TERMINAL 

2 


BK 1 

IB 

BLACK 

FROM SWITCH TO WHELEN RELAY C+) . 


PED 

12015870 

14- IG GA TERMINAL 

3 

4. REFER TO DWG. #52001 1 36 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3”- 

80 

IE 

GREEN 

ACTIVATION SW CAMBER] TO FLASHER. 


PED 

1 20B4590 

10-12 GA TERMINAL 

0 

GND 

IE 

WHITE 

CHA5SIS GROUND. 


AMP 

770009-3 

14-20 GA. TERMINAL. RECEPTICAL. 

5 

2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

1 .CIRCUIT NUMBERS TO BE STAMPED AT 

4” INTERVALS WITH THE PREFIX "B" 

70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+] 

3 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 







AMP 

770023- 1 

15 POSITION CONNECTOR, PLUG. 

1 






HELLA 

07122 

HOUSING-RELAY. 5 POSITION. 


. ON ALL LEADS . 





RELAY 

INTERLOCK 


TERMINAL-FEMALE. 1/4”. 1 4- 1 6 GA . 








INTERLOCK 


TERMINAL-FEMALE, 1/4”, 10-12 GA . 








MASTER ACTIVATION 
CONNECTOR *1 


(REAR 

VI EWJ 

70 

zJ 

GND 

ll 

±] 

£j 

HH 

80 

zJ 

BK 1 

BK 1 

V 


1 

0 


O GREEN 


SPIRAL TAPE - 



CONNECTOR *3 



il 

L 

±1 

70 

L 

80 

zl 

bJ 

HH 

I0| 

GND 

ill 

Ll 

Ll 

lil 

BK 1 

L 


D 



BUTT SPLICE, 14-19 GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14-19 GA . 


B 



MALE RECEP . , 1 /4” , 1 4- 1 G GA . 


A 



FEMALE FAST -ON, 1/4”, 1 4- 1 9 GA . 



VENDOR 

PART # 

DESCRIPTION 

QTY 


OPTION: B3580-3 I -OOO 
( SRW, DRW MODELS ONLY) 



HARNESS, STROBE 
EIGHT LIGHT WARNING 
SYSTEM 

Option: B3580-3 1-000 
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NOTES: 


Page 5.64 


STOP SIGNS & 
CROSSING ARMS 
SECTION 


Page 6.1 


CONN 

VENDOR 

PART # 

DESCRIPTION 

QTY 


CARLING 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

1 

1 

PED 

1 20 1 50G9 

10-20 GA TERMINAL 

4 


PED 

1 20 1 5870 

14- IS GA TERMINAL 



AMP 

770005- 1 

14-20 GA. TERMINAL, PIN. 

4 

5 

AMP 

770003-3 

10-12 GA. TERMINAL, PIN. 



AMP 

770027- 1 

G POSITION CONNECTOR. CAP. 

1 


HELLA 

87 122 

H0U5I NG-RELAY, 5 POSITION. 


RELAY 

I NTERLOCK 


TERMINAL-FEMALE, 1/4”, 14-IG GA . 



INTERLOCK 


TERMINAL-FEMALE, 1/4", 10-12 GA . 



5. STRIP INSULATION BACK 3/Q” ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001 1 3G FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3**- 
2" 5PACIN6 OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4” INTERVALS WITH THE PREFIX "B" 
NOTES- QN ALL LEADS. 


LEAD * 

AWG 

COLOR 

DESCRIPTION 

I49A 

10 

BLACK 

FLASHER POWER ON SIGNAL FEED. 

GN/JP 

IB 

GREEN 

SWITCH LIGHT GROUND. 

70 

18 

WHITE/BLACK 

SWITCH LIGHT FEED <+) . 

BK2 

10 

BLACK/YELLOW 

TO CROSSING ARM RELAY (+ SIGNAL). 


CROSSING ARM 
DEACTIVATION 
52003772 

CREAR VIEW) 


0j 


to 

GN/JP 

jj 

±J 



I49A 


it 

§] 

BK2 


i 

0 


—48.0 

SPIRAL TAPE 


O RED 

CONNECTOR #5 

(CROSSING ARM DEACTIVATON) 






(DO 



DO 



(DO 

UFC27 


jj 

BK2 

1 49A 


±1 

70 

GN/JP 



D 



BUTT SPLICE, 14-IG GA BLUE. 


C 



RING TERMINAL, *10 STUD, 14-IG GA . 


B 



MALE RECEP.. 1/4", 14-IG GA. 


A 



FEMALE FAST -ON, 1/4”, 14-IG GA. 



VENDOR 

PART * 

DESCRIPTION 

QTY 


CROSSING ARM DEACTIVATION 
OPT. B383 I -00-000, SRW, DRW 



HARNESS, CROSSING 
ARM DEACTIVATION 

Option: B3831 -00-000 
End Date: 9/5/02 
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Page 6.4 




TOP. SWITCH 
Tr onspec 14 10 



BOTTOM. SW ITCH 
Tran 5 pe c #4 I 10 


Harness As semb ley : 
Transpec #4320 


Trees pec #4140 




“L 


Top Switch: Extend Limit Switch Com Profi 


Bottom Switch 



Retract Limit 


Switch Com Profile 


Internal Connector 

Gtt . EENy^ y 0 G roun( j 

■M-L — To + 12 Volts DC (fused) 

BLUE . ^ . j 0 $top Arm Solenoid Pin lot flasher box) 


NOTES: 

) MATER I AL : VENDOR PART# STOP AND CROSSING ARM CIRCUIT 


2 ) 

3) 

4) 

5 ) 

6 ) 

7 ) 

8 ) 
9) 


BLANK S I Z E : N / A 
CALCULATED WE I GHT : N / A 
BURR REOU I REMENT : N/A 
F I N I SH : N/A 
COLOR : N/A 

TENSILE AND/OR IMPACT STRENGTH : N/A 
HIGH/LOW TEMPERATURE PERFORMANCE : N/A 
SURFACE GRAIN TEXTURE : NA / 


'IMEH 


52002845 A 


STOP AND CROSSING 
ARM 
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NOTES: 
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HEATER 

SECTION 


Page 7.1 


COM4 

VENDOR 

PART • 

DESCRIPTION 

OTY 


CARLINS 

006 167 16001 

SWITCH CCMCCTOR 

1 


PED 

XX 

IB-80 QA TERMINAL 

X 


FED 

XX 

14-16 QA TERMINAL 

X 


PCD 

XX 

10-18 QA. TERMINAL 

X 


AMP 

XX 

14-20 QA. TERMINAL, PIN. 

X 

IB 

AMP 

XX 

10-12 BA. TERMINAL, PIN. 

X 


AMP 

770088- 1 

8 POSITION COMCCTOR, CAP. 

1 


LEAD ♦ 

AWB 

COLOR 

DESCRIPTION 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS 1*1 . 

94' JP 

IB 

BREEN 

SWITCH PAFSL LIGHTS (-1 . 

6KB 

16 

BLACK 

FRONT HEATER TRIGGER (HIGH). RELAY Kll. 

02 

14 

WHITE 

FRONT HEATER FEED, LOW. 

L 

12 

RED 

FUSE PANEL (ION.) TO HEATER SWITCH. 

470 

14 

ORANBE 

CROSSING/STOP ARM HEATER POWER FEED. 

JPI 

14 

BLUE 

JUMPER FOR HEATED X-INS/STOP ARM. 

. 


. 

• 


CONN. *1 
FRONT HEATER 
SWITCH 
620G3BI7 

(FEAR VIEW* 


S] - 

70 

zJ 

BMP 

JJ 

£j 

02 

*1 

, L /” 

sJ 

.JPI 

s\ l 

JPI 

■J 

BK8 

i 

0 




8. SPIRAL TAPE SPACINQ IS TO BE ONE INCH. 
7. WHERE "X” IS I NDICATED, USE APROPRIATE 
QUANTITIES AS NE EDED FOR TERMINATION. 


USE APPROP R IATE 


-XX* IS IM3ICA 
PART AND/OR VENDOR 

3. USE WI RE TIES TO HOLD HARNESS 

JHERE DEEDED, MINIMUM AMOUNT AMI SIZE. 

4. REFER TO DM3. *520011 


ER TO DIB. *S 
ciricATiore. 

S. STRIP INSULATION BACK S/B" ON 
UNTERMINATED LEADS. 

2. TAB HAfWCSS POR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMP ED AT 
4- INTERVALS WITH 71 


ON ALL LEADS. 


I THE PREFIX -S- 


NOTESi 


5.0 



TAPE BACK CIRCUITS 
JPI AND 470. LIGHTLY 
WRAP. 


O blue 

COMCCTOR >IB 
(HEATER SWITCH) 


43.0 


SPIRAL TAPE 






®Od 



DOO 



@oco 


U - 

BKS 

li 

si 

70 

±J 

0N/JP 

sJ 

6j 

92 

ZJ 

L 

Si 

Si 

470 


HEATER SWITCH. FRONT 


B 

XX 

XX 

MALE HECEP.. 1/4", 14-16 GA. 

X 

A 

XX 

XX 

FEMALE FAST-ON. 1/4", 14-16 BA. 

X 


VEMXR 

PART ♦ 

DESCRIPTION 

OTY 



52003796 C 

" IfittnjglT 

ri%rnr*i! m \ 

HARNESS, FF 
HEATER SWI" 

End Date: 9/5/ 

iONT 

rcH 

02 


Page 7.2 


com 

VEMDR 

PART • 

DESCRIPTION 

OTY 


LEAD • 

Awe 

COLOR 

DESCRIPTION 

■ 

CARLINS 

00016716001 

SWITCH CONNECTOR 

2 


70 

18 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+1 . 

PED 

XX 

IB-20 0A TERMINAL 

X 


3N/JP 

18 

GREEN 

SWITCH PANEL LIGHTS C-l . 

PED 

XX 

14-16 8A TERMINAL 

X 


BK8 

16 

BLACK 

FRONT FEATER TRIGGER (HIGH), RELAY Kll. 

PED 

XX 

10-12 OA. TERMINAL 

X 


92 

14 

WHITE 

FRONT HEATER FEED, LCTJ. 

18 

AMP 

XX 

14-20 OA. TERMINAL* PIN. 

X 


L 

12 

RED 

rUSE PANEL (I6N.) TO HEATER SWITCH. 

AMP 

XX 

10-12 BA. TERMINAL, PIN. 

X 


47Q 

14 

ORANGE 

CROSSING ARM HEATER POWER FEED. 

AMP 

770028-1 

0 POSITION CGWECTOR, CAP. 

1 


JPI 

14 

BLUE 

SWITCH JUMPER. 






BK8 

16 

BLACK 

REAR HEATER TRIGGER (HIGH). RELAY KI2. 






06 

14 

RED 

REAR HEATER FEED. LOW. 






JPZ 

16 

BLACK 

SWITCH JUfcFER. 


CONN. *1 
REAR HEATER 
SWITCH 
52003810 

(HEAR VIEW) 


com. »z 
PROMT HEATER 
SWITCH 
52003817 

(HEAR VIEW) 


TAPE BACK CIRCUITS 
JPI AND 470. LIGHTLY 
WRAP. 


70 

•N/JF 


4i 

as 

sJ 

V 

.JPZ 

C 

JPZ 

ftj 

BK9 

1 

0 




m 

70 

sr” 

tm/jp 

Jj 

111 

82 


a 

.jpi 

jpi 

|il 

BKB 

i 

0 




u 


5.0 


A. / -4s. 



_Az_ 

SPIRAL TAPE 


43.0 


O BLUE 


CONNECTOR *18 
I HEATER SWITCH) 



fSi — JSat 



©o® 



DOO 


41— 

©o<n 

CD^ 


11 

BK8 

lJ 

BK9 

lJ 

70 

I! 

GN/JP 

lJ 

86 

sj 

92 

U 

L 

ej 

lJ 

470 


8* SPIRAL TAPE SPACIN8 IS TO BE ONE INCH. 

USE APR0PR1ATE 
TERMINATION. 


7. WHERE "X" IS I NDICAT ED. I 
QUANTITIES AS NEEDED FOR 


B. WHERE "XX" IS IfcPICATE D. USE APPROPRIATE 
PART AMVOR VEMJOR AS NEEDED. 

5. USE WI RE TIE S TO HOLD HARNESS 

WISE NEEDED, MINIMUM AMOUNT AM) SIZE. 

4. WJk H TO ORB. #02001 196 FOR HARNESS 
SPECIFICATIONS. 

3. STRIP INSULATION BACK 3/9" ON 
UNTEHMINATED LEADS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I . CIRC UIT N UMBERS TO S ST AM Li) AT 
4" INTERVALS WITH THE PREFIX "B* 

ON ALL LEADS. 

NOTES i 


HEATER HARNESS, FRONT AND REAR 


B 

XX 

XX 

MALE RECEP., 1/4". 14-16 BA. 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 14-16 BA. 

X 


VENDOR 

PART • 

DESCRIPTION 

OTY 



CROSSING ARM 
DEACTIVATION 

Option: B3831 -00-000 
End Date: 9/5/02 
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SMirra LAYOnunr 


r mm 

O Q O O 

of™ 


PGKSWTir 


c 1iTimri[gg J 

O O O O 

o o o o 


L0/KE 
O O O O 

Of ni 


mwm 

CSATS) 

Hkunas' 

o o o o 
o o o o 

SFF 


NOTE: 


FRONT HEATER 
CONNECTOR * I 
(REAR VIEW) 


REAR HEATER 
CONNECTOR #2 
(REAR VIEW J 


3 

70 

u - 

•J 

H ' 

3 

L 

Hi 

JP2 

JP2 

!l 

BK9 


P/N 52003796 
P/N 52003797 
P/N 52003798 


(FRONT ONLY) 

(REAR ONLY) 

(2 FRONT HEATERS, 

2 REAR HEATERS, 

OR ANY COMBINATION 
OF FRONT AND REAR) 


IF HEATED X-ING ARM OR 
HEATED STOP ARM OPTION 
IS USED, CONNECT CIRCUITS 
470 AND JPI . 


NOTE: 

HEATED X-ING OR STOP ARM 
CAN ALSO BE ACTIVATED BY 
HEATED MIRROR HARNESS, DO 
NOT USE BOTH CONNECTIONS. 




FRONT 


NOTE: 



HEATER FEED WIRING CAN 
BE USED FOR (2) HEATERS 
REGARDLESS OF LOCATION, 
FRONT, REAR, (2) REAR OR 
(2) FRONT. 


REAR 


NOTE: 

ADO RELAY TO BLOCK 
KG IN OPTIONAL HARNESS 
52004124 FOR FRONT HEATER. 

ADO RELAY TO BLOCK K7 IN 
PANEL HARNESS 52003591 FOR REAR 
HEATER ONLY. ADD BOTH FOR 
FRONT AND REAR HEATERS. 



OPTION: B4 I 20-XX-XXX 


HEATER MOTOR 

End Date: 9/5/02 
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COM4 

VENDOR 

P/*T • 

DESCRIPTION 

are 

■ 

CAR-INS 

080 167 10001 

9? ITCH CONNECTOR 

i 

no 

I2OIB06O 

IB-20 BA TEW INAL 

2 

PCD 

1201 9870 

14— IB BA TERMINAL 

4 

PEE 

12004600 

10-12 BA. TERMINAL 

. 

8 

AIP 

770006-3 

14-20 BA. TERMINAL* RECEPTICAL. 

B 

AMP 

770004—3 

10-12 9A. TERMINAL. RECEPTICAL. 

. 

Aftf» 

770020-1 

B POSITION CQM4ECT0R. PLUS. 

1 

RELAY 

Ml 

HELLA 

07122 

HOUSINB- RELAY, B POSITION. 


INTERLOCK 

. 

TERMINAL -FEMALE. 1/4". 14- IB 8A. 

. 

INTERLOCK 


TERMINAL-FEMALE. 1/4". 10-12 8A. 

. 


LEAD • 

AVB 

COLOR 

DESCRIPTION 

70 

IB 

■HITE/SLACK 

SWITCH PANEL LIGHTS (♦) . 

■mjp 

IB 

GREEN 

SWITCH PANEL LIGHTS C-I . 

73A 

14 

RED 

DASH FAN LOW SPEED FEED. 

738 

14 

ORANGE 

DASH FAN HIGH SPEED FEED. 

8 

14 

RED 

FUSE PANEL (IGN.) TO DASH FAN SWITCH CONN. *6. 


. 

. 

. 


com. *i 

DEFROSTER FAN 
SWITCH 
52003133 

(REAP VIEW) 


IS- 

70 

ZT" 

l) 

tJ 

is— 

s r 

»J 

73A 

sl( 

73A 

■J 

73 B 

1 

0 




Oblue 

QOWECTOR «B 
(FAN SWITCH HARNESS) 


46.0 


SPIRAL TAPE 



G 

73A 

li 

±J 

70 

5j 

GN/JP 

iJ 

73B 


S. STRIP INSULATION BACK 3/B’ 
UNTERMINATED LEADS. 


ON 


4. REFE R TO DWG. *52001 136 FOR HARfCSS 
SPECIFICATIONS. 

3 .FULLY TAPE BREAKOUTS FOR 3"- 
2* SPACING OTHERWISE. 

2. TAB HARNESS FOR HENTIFICATICM . 

( .CIRCUIT NL1BERS TO BE STAFF ED AT 
4’ INTERVALS WITH THE PREFIX "B - 
NOTES: ON ALL LEADS. 


DEFROSTER FAN HARNESS 
OPTION B2 I 60-08-000 


D 

. 

. 

BUTT SPLICE. 14-16 BA BLUE. 

. 

C 


. 

RIM9 TERMINAL, *10 STUD, 14-16 OA. 

. 

B 

. 

. 

MALE RECEP.. 1/4". 14-16 8A. 

. 

A 

. 

. 

FEMALE FAST-ON. 1/4", 14-16 6A. 

. 


VENDOR 

PART • 

DESCRIPTION 

OTY 


52003803 B 


HARNESS, DEFROST FAN 
SWITCH 

End Date: 9/5/02 
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AIR CONDITION 
SECTION 


Page 8.1 


1 

12 GA. 

YELLOW 

2 

1? GA. 

ORANGE 

3 

IE GA. 

BLUE 


A/C POWER HARNESS, MINOTOUR DRW, ER, SRW 



10) APPLY BLACK CONVOLUTE TUBING OF MINIMUM SIZE, USE SLIT 
POLYAMIDE OR NYLON HEAT RESISTANT (MIN. 120 DEGREES C) 
SECURELY TAPE CONDUIT TO HARNESS ON ENDS. 

9) (XX) MAY USE TERMINALS EQUIVALENT OR EXCEEDING VENDOR SPEC. 
8) STRIP INSULATION BACK .375 INCHES ON UNTERMINATED LEADS. 

7) (X) USE TERMINALS APPROPRIATE TO WIRE SIZE 
BASED ON CONNECTOR MFR. SPECIFICATIONS. 

4) ALL DIMENSIONS ARE IN INCHES. 

3) TAG HARNESS FOR IDENTIFICATION. 

I) REFER TO DWG #52001136 FOR HARNES5 SPECIFICATIONS. 


B 

XX 

XX 

BUTT SPLICE, 14- IG GA 

A 

XX 

XX 

BUTT SPLICE 12-14 GA 


NOTES: 

1) MATERIAL M/A 

2) BLANK M/A 

3) CALCULATED (EIGHT M/A 

4) BURRS M/ A 

5) FINISHM/A 

6) COLOR M/ A 

7) BENTS M/A 
B) (ELDS M/A 

9) REFERENCE M/A 



52005136 A 


HARNESS, REAR A/C 
POWER 


Effective Date: 9/10/01 
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VENDOR: A/C INDUSTRIES 
VENDOR DRAWING NO: 0BI-G54 


CIRCUIT BREAKER IDENTIFICATION 


I TYPE II- RESETS WHEN OVERCURRENT IS 
CORRECTED OR REMOVED . 


CIRCUIT BREAKER COLOR CODE 
20 AMP -YELLOW DOT 
30 AMP-GREEN DOT 
40 AMP-RED DOT 

PANEL ASSY #010-560 
20 AMP 

IBN. BLK- 12 


r TtL 

RED- I 




BAT- I rn I 

b^j?=h 

BLK- IO- 1 

/- BLK- I 4= * 




-RED- I 
- RED- I ■ 




-o 



0/ 


0 


r 


% 


r 

ORG 


r TAN SPEED 
SWITCH 

THERMOSTAT 


/ 






YEL 

12 






OEM PRESS SWITCH — 


RED 

1.4- 

BLU 


PL 

l W- OEM CLUTCH 

CAUTION 



THERM05T AT. 
FREEZE-UP 


EVAPORATOR, EM- I 


m 

=|blowef 

> 

■ 


=|blowef 

> 

■ 










-GRN- I 0-0— 1 1 1 


GROUND EVAP. TO CHASSIS 
nD „ AT CLD5E5T POINT TO 
Uh ’ b AVOID VQLTABE LOSS 


NOTE: 

TO PREVENT THE POSSIBILITY OF ELECTRICAL SHORT, 

THE UNUSED HIGH SPEED WIRE, IN THE EVAPORATOR HARNESS, 
i.e. HIGH PERFORMANCE (BLACK) OR HIGH 
STANDARD (ORANGE), MUST BE CAPPED 
OR TAPED AT ITS TERMINATION. 



CONDENSER 

MOTORS 


LOW PRESSURE 
SWITCH 









HARNESS 



k CONDENSER, CM-2, 3 


00 NOT USE CONDENSER W INTERGUARD KIT WHEN COMPRESSOR 
IS TO BE ENGAGED DURING DEFROST MODE. 

IF OEM COMPRESSOR IS USED DURING DEFROST MODE- 
IT MUST BE LOCKED OUT BELOW 40' FAMBIENT TO 
PREVENT BEING DAMAGED BY LIQUID SLUGGING . 


CAUTION: 

DO NOT IN5TALL A/C ELECTRICAL PANELIN AN AREA 
THAT IS NOT VENTILATED OR CAN EXCEED ISO F . OR BE 



65008283 A 

IhomAs 


DIAGRAM, 12 
EVAPORATO 
CM3 CONDEh 
CONDITIONIIS 
w/CHASSIS A 

K EMI 
=t, CM2 8, 
vISER AIR 

G 

1C 
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CIRCUIT BREAKER IDENTIFICATION 


J CORRECTED OR REMOVED . 


CIRCUIT BREAKER COLOR CODE 
20 AMP- YELLOW DOT 
30 AMP-GREEN DOT 
4-0 AMP -RED DOT 


PANEL ASSY *0IC-5G0 
20 AMP 


IBN. BLK-I 




DRB 
I 0 


1 0^=4 


BAT. 
BLK - 
B 


□RG 
I O 


-P 


CLR 

O— 


O nD o 




HSR ' 
O 


ORG 

10 


YEL 

12 


FAN SPEED 
SWITCH 

THERMOSTAT 


THERMOSTAT, 
— FREEZE-UP 


/ 


Ov 


JHTy 3 


RED 
I 4 


BLU 
I 4 


VENDOR: A/C INDUSTRIES 
VENDOR DRAWING NO: 081-652 


EVAPORATOR, EM- I 


0 


^ \ 


-BLU- I A'' 

— BLU- 14 > 

*- RED- 14- 


=1 BLOWER t= 

r TpF n 


I 0-0-1 1 1 


=1 BLOWER t= 


GROUND EVAP. TO CHASSIS 
AT CLOSEST POINT TO 
AVOID VOLTAGE LOSS 


FOR FREEBLOW - CONNECT ORANGE HI SPEED WIRE AS SHOWN 
FOR DUCTED OR PARTIALLY DUCTED - USE OPTIONAL BLACK HI SPEED WIRE 


CONDENSER, CM-2, 3 


CAUTION: 


□D NOT INSTALL A/C ELECTRICAL PANELIN AN AREA 
THAT IS NOT VENTILATED OR CAN EXCEED 150 F . DR 66 C 


NOTE 



CONDENSER 

MOTORS 


DISCONNECT OEM DASH AIR CLUTCH WIREWHEN 
WIRING A/C SYSTEM (UNLESS WIRING MAX SYSTEM) 


NOTE: 

TO PREVENT THE POSSIBILITY OF ELECTRICAL SHORT, 

THE UNUSED HIGH SPEED WIRE, IN THE EVAPORATOR HARNESS, 
i.e. HIGH PERFORMANCE (BLACK) OR HIGH STANDARD (ORANGE), 
MUST BE CAPPED OR TAPED AT ITS TERMINATION. 



65008281 A 

‘Ihomagt 


DIAGRAM 12 
EVAPORATO 
CONDENSER 
CONDITIONS 
CHASSIS A/C 

< EMI 

CM-2, 3 

AIR 

G without 


Page 8.4 


NOTE: 


DISCONNECT OEM DASH AIR CLUTCH WIRE WHEN 
WIRING A/C SYSTEM (UNLESS WIRING MAX SYSTEM) 


NOTE: DO NOT INSTALL ELECTRICAL PANEL IN AREA 

THAT WILL EXCEED 150 DEG. F OR EG DEG. C. 
LOCATE IN A DRY VENTILATED AREA. 


(-FAN SPEED 
SWITCH 


EVAPORATOR , EM-14 



CLUTCH 


HARNESS 

CIRCUIT BREAKER IDENTIFICATION 


CIRCUIT BREAKER COLOR CODE 
20 AMP-YELLOW DOT 
30 AMP-GREEN DOT 
40 AMP-RED DOT 




TYPE III MANUAL RESET-RESETS WHEN 
EXTERNAL BUTTON IS PUSHED. 


<5vv<5 


TYPE II- RESETS WHEN OVERCURRENT IS 
CORRECTED OR REMOVED. 




TBomaT 

66001193 B 



AIR CONDITK 
332, 334 

DNING AC 


Page 8.5 
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NOTES: 


Page 8.10 


LIFT 

SECTION 


Page 9.1 



Page 9.2 



NOTES ■- 

1 . FDR MORE INFORMATION SEE THE BRAUN LIFT 
OWNER/SERVICE MANUAL. 

2. THE INTERLOCK RELAY IS INSTALLED BY 
THOMAS BUILT BUSES. 




CONN 

VENDOR 

PART • 

DESCRIPTION 

OTY 


CARLING 

B9QIB7 16001 

SWITCH CONNECTOR 

1 

1 

FED 

XX 

16-20 GA TERMINAL 

X 


FED 

XX 

14-16 8A TERMINAL 

X 


AMP 

XX 

14-20 GA. TERMINAL. PIN. 

X 

23 

AMP 

XX 

10- IZ 6A. TERMINAL. PIN. 

X 


AMP 

770027- 1 

6 POSITION CONNECTOR. CAP. 

I 


XX 

XX 

1 AMP. 400 VOLT. 

1 

DIOOE A 


. 





. 

. 

. 


LEAD • 

AWB 

COLOR 

DESCRIPTION 

70 

IB 

VHITE/BLACK 

SWITCH PAhEL LIGHTS <+> . 

8B9 

16 

SHITE 

DOOR LATCH SWITCH TO Lin RELAY K 10. C-J SIGNAL. 

967 

16 

BLACK 

Lin SWITCH TO REAR DOOR SWITCH, LIFT P1R. FEED. 

SE7A 

14 

BLACK 

LIFT RELAY KB TO LIFT SWITCH, LIFT POWER FEED. 

0N/JP 

18 

GREEN 

SWITCH PANEL LIGHTS (-) . 

XX 

14 

RED 

FROM FUSE PANEL TO LIFT RELAY 


DIOOE A. 

INSTALL DIODE AS 
SHOWN, INLINE ON 
CIRCUIT 559. 

DIOOE SHOULD BE 
INSULATED WITH HEAT 
SHRINK. 



O RED 

CONNECTOR *23 

(Lin SWITCH CONNECTOR) 

©Q 


aT~ 

XX 

il 

567 A 

3j 

70 

±] 

GN/JP 

=] 

559 

iJ 


6. WHERE "XX" IS INDICATE D. USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

S.WhERE "X" IS INDICATED. USE APPROPRIATE 
QUANTITIES AS NE ED E D FOR TERMINATION. 

4. STRIP INSULATION BACK 3/0" ON 
UNTERMINATED LEADS. 

3. REFE R TO DWG. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

M0TE5 } ON ALL LEADS. 


LIFT SWITCH HARNESS 


D 

XX 

XX 

BUTT SPLICE. 14-16 GA BJUE. 

X 

C 

XX 

XX 

RING TERMINAL, *10 STUD, 14- IB 8A. 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14-16 BA. 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 14-16 BA. 

X 


VENDOR 

PART # 

DESCRIPTION 

OTY 


52003791 F 


HARNESS, LIFT SWITCH 

End Date: 9/5/02 


Page 9.3 


CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 


CARLINS 

00016716001 

SWITCH CONNECTOR 

. 

1 

RED 

XX 

16-20 6A TERMINAL 

X 


FED 

XX 

14-1 S 9A TERMINAL 

X 


w 

XX 

14-ZD BA. TERMINAL, PIN. 

X 

Z7 

ALP 

XX 

10-12 BA. TERMINAL, PIN. 

X 


AMP 

770026-1 

4 POSITION C0T4ECT0R. CAP. 

1 


LEAD • 

AW0 

COLOR 

DESCRIPTION 

504 

16 

BLACK 

DOOR SWITCH TO BUZZER. 

OB 

IB 

OACK 

DOOR LATCH SWITCH TO LIFT RELAY KID, (-> SIGNAL. 

567 

16 

WHITE 

LIFT SWITCH TO FEAR DOOR SWITCH. LIFT FWR. FEED. 

5E7C 

16 

WHITE 

LIFT POWER CIRCUIT. 

GND 

16 

WHITE 

CHASSIS GROUND. 

566 

16 

BREEN 

LIFT DOOR LIGHT. 



CONVOLUTED TUBING 
SEE NOTE *7. 


130.0 

128.0 
85.0 


— 20 . 0 — | 


138.0 

108. 0 

42.0 - 


P/N 52003913 REAR LIFT DOOR. 040.041. 
P/N 52003914 REAR LIFT DOOR, 050,051. 
P/N 52003973 FRONT LIFT DOOR. OXX. 


45.0 


T~r 


moots 


O RED 

CONNECTOR *27 
(LIFT CONNECTOR) 


22.0 


GW) EXISTS AT THIS 
LOCATION ONLY ON 
P/N'S 520038 1 3 AND 
52003814. 



GND AND 565 EXIST 
HERE ONLY ON P/N 
52003973 . 


USE APPROPRIATE 


I. WHERE W X" IS I NDICATED, USE APPROPRIATE 
QUANTITIES AS WEEDED TOR TERMINATION. 

.APPLY I 
P/N'B I 

TUBINB TO FIRST BREAK-OUT OM.Y GN P/N S2009B73, THEN 
FULLY TAPE PROM FIRST BTCAKOUT ID BO AS SHOW. 
.FULLY TAPE WERE HEAVY LltCS 
HAVE BEEN SON. 

USE CONVOLUTED TUBINB OF MINIMUM SIZE WHERE SHOW. 
TAPE COTOJIT TO HARNESS ON EMB. 



a— 

21 

ll 

u - 

504 

559 

566 

567 


566 EXISTS AT THIS 
LOCATION ONLY ON 
P/N 1 S 52003013 AND 
52003814. 


/p\ /o\ 


STC&8S« T f24)i w * w » 

REFE R TO DW8. #82001 1 SB FOR HARNESS 
SPECIFICATIONS. 

TAB HARNESS FOR IDENTIFICATION. 

.CIRCUIT NUMBERS TO BE STAFF ED AT 
4- INTERVALS WITH THE PREFIX 
. ON ALL LEADS. 


D 

XX 

XX 

BUTT SPLICE, 14-16 GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, 1/4" 14-16 AW6. 

X 

B 

XX 

XX 

MALE RECEP., 1/4", 14-16 0A. 

X 

A 

XX 

XX 

FEMALE FAST-ON, 1/4", 14-16 BA. 

X 


VEhOOR 

PART * 

DESCRIPTION 

OTY 


LIFT HARNESS (BODY ) 



ltioina 1 s 





52003794 C 


HARNESS CHART, LIFT 
POWER 


Page 9.4 


CONN 

VENDOR 

PART # 

DESCRIPTION 

25 

AMP 

770022-1 

12 POSITION CONNECTOR. PLUS 

AMP 

XX 

14- IB BA TERMINAL. SOCKET 

AMP 

XX 

10-12 TERMINAL. SOCKET 

23 

AMP 

770020-1 

6 POSITION CONNECTOR. FLUB 

AMP 

XX 

14— IB BA TERMINAL, SOCKET 

AMP 

XX 

10-12 BA TERMINAL. SOCKET 

Z7 

Akf» 

7700 IB-1 

« POSITION OttECTCR, PLUS 

AMP 

XX 

14-16 BA TERMINAL, SOCKET 

A VP 

XX 

10-12 BA TERMINAL, SOCKET 

RELAY 

HELLA 

07122 

HOUMNB -HFI AY. S POSITION. 

« 

XX 

TERMINAL-FEMALE. 1/4". 14-16 GA. 



XX 

TERMINAL-FEMALE. 1/4", 10-12 GA. 

DIODE A | XX 

XX 

1 Mf», 400 VOLT 


— 

- BB7A 


UGE HEAT SHRINK TO 
FULLY INSULATE DIODE 
BODY AND LEADS. 


/— DIODE A 

f... f. 

HK SB SB - 


CIR 

SA 

COLOR 

DESCRIPTION 

M/JP 

IB 

SHEEN 

SWITCH PANEL LIGHTS (-) . 

XX 

16 

RED 

FROM FUSE PNL. (BAT) TO RELAYS. 

X 

16 

RED 

FROM FUSE PNL. (ISN) TO RELAYS. 

70 

IS 

WHITE/BLACK 

SWITCH PAFEL LIGHTS (♦) FEED. 

504 

IB 

R9 

DOOR SWITCH (LIFT) TO BUZZER. (-) SIGNAL. 

550 

16 

WHITE 

LIFT DOOR LATCH SWITCH (-> SIGNAL. 

5SI 

IB 

1 TflHT GREEN 

TRANSMISSION LOCK OUT CIRCUIT. 

SB4 

IB 

BREEN/1HITE 

TRANSMISSION LOCK OUT CIRCUIT. 

BBS 

16 

BREEN 

LIFT ODOR LIGHT FEED. FROM RELAY KI3. 

5B7 

16 

BLACK 

LIFT RELAY TO REAR DOOR. LIFT POWER FEED. 

567A 

16 

BLACK 

LIFT SWITCH POWER FEED, FROM RELAY Kl 1 . 

BBS 

16 

YELLOW 

PARK BRAKE SIGNAL FROM CHASSIS. (-) . 






S7 - XX 
B7A - . 


07 - \ 
07A - 


a> - XX-, 

•7 - XX ^ 


n 

D- 

e- 

ii 

fl 


AM 

804 

. 

zl 

X 

il 

tl 

9 

XX 

i 

9 

70 


Oreo 

CONNECTOR 




BOTTOM VIEW OF RELAY 
BLOCK IS SHOW. RELAY 
BLOCKS SHOLLO BE ORIENTED 
SUCH THAT MOUNTINB TAB 
IS UPRIBHT AM) TO THE REAR 
ON FINISHED HARNESS. 


10.0 


I .5 


I .5 


I .5 



5.0 


I .25 


1 


I .25 


57.5 



u 

XX 

a - 

BB7A 

a - 

ID 

k 

il 

il 


24.0 


nr 

II 


B ' 

B04 

888 

G8B 

987 



1 . CIRCUIT NUMBERS TO BE STAIff ED AT 
4" INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 

2. TA6 HARNESS FDR IDENTIFICATION. 

3. STRIP INSULATION BACK 3/B " ON 
UNTERMINATED LEADS. 

4. HhfbH TO DWB. #52001 I3B FDR HARNESS 
SPECIFICATIONS. 

5. FULLY TAPE HARNESS WWHE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPS) AREAS. THE HARNE SS MUST 
BE SMOOTH AND NGN-TWISTED. 

B. USE WI RE TIE S TO HOLD HARNESS 

WHERE NEEOEO. MINIMUM AMOUNT AND SIZE. 

7. COMB O TOR S AND BREAK-OUTS MUST FACE 
AS INDICATED ON THE DRAWING^ 

8. IH0E _ "XX" I S I NOI CATEDjlfiS APPROPRIATE 


0. CONNECTOR #23 SHOULD BE TABB ED "LIF T*. 
TAB SHOULD BE PLACEO I INCH BEFORE COW. 



52004924 D 

1 nomas 


HARNESS, LI 
INTERFACED 

FT OPTION 


Page 9.5 



CONN 

VENDOR 

PART • 

DESCRIPTION 


CIR 

GA 

COLOR 

DESCRIPTION 

mt/j> 

16 

GREEN 

SWITCH PANEL LIGHTS (-) . 

29 

AMP 

770022-1 

12 POSITION CONNECTOR. PLUS 


XX 

IS 

RED 

FROM FUSE PM- . (BAT) TO RELAYS. 

AMP 

XX 

14-16 BA TERMINAL, SOCKET 


X 

IS 

RED 

rrtOU FUSE PNL. 1 ION) TO relays: 

AMP 

XX 

10-12 TERMINAL. SOCKET 


70 

16 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+1 FEED. 

23 

Alt’ 

770020-1 

6 POSITION CONNECTOR, PLUS 


904 

IS 

RED 

DOOR SWITCH (LIFT! TO BUZZER. (-) SIGNAL. 

AMP 

XX 

14-16 BA TERMINAL. SOCKET 


558 

16 

WHITE 

LIFT DOOR LATCH SWITCH (-) SIGNAL. 

AMP 

XX 

10-12 6A TERMINAL, SOCKET 


961 

16 

LIGHT GREEN 

TRAfSIISSiaj LOCK OUT CIRCUIT. 

27 

AMP 

770018-1 

4 POSITION CONNECTOR. PLUG 


961 A 

16 

LIGHT GREEN 

RELAY JUMPER, TRANSMISSION LOCK-OUT. 

AMP 

XX 

14-16 BA TERMINAL. SOCKET 


964 

16 

GREEN/WHITE 

TRANSMISSION LOCK OUT CIRCUIT. 

AIF 

XX 

10-12 GA TERMINAL. SOCKET 


5G6 

16 

GREEN 

LIFT DOOR LIGHT FEED. FROM RELAY KI3. 

RELAY 

HELLA 

B7I22 

HDUB1NB-HELAY. 8 POSITION. 

USE HEAT SHRINK TO 

FULLY INSULATE DIOOE 

967 

16 

B.ACK 

LIFT SWITCH TO REAR DOOR, LIFT POWER FEED. 

B67A 

16 

SLACK 

LIFT SWITCH POWER FEED, FROM RELAY K 1 1 . 

XX 

XX 

TO*UWl.-raiALC. 1/4*. 14-1* 94. 

BSD 

16 

YELLOW 

PARK BRAKE SIGNAL FROM CHASSIS, (-1 . 


XX 

XX 

TSFVHNAL'fEMALE. 1/4". 10-12 BA. 


OIOOE A | XX 

XX 

1 AKP. 400 VOLT 




a - 

fS 

oil 

±J 

064 

004 

& 

2J 

X 

arn 

ii 

m 

XX 

b 

*3 

70 



BOTTOM VIEW 0 F RELAY 
BLOCK IS SHOWN. RELAY 
BLOCKS SHOULD BE ORIENTED 
SUCH THAT MOUNT IN3 TAB 
IS UPRIGHT AND TO Tl-E REAR 
ON FINISHED HARNESS. 


Ored 



]]— 

3^ 

3^ 

3^ 

004 

B 08 

ABB 

007 



1 . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 

2. TAB HARNESS FOR IDENTIFICATION. 

3. STRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWB. *92001135 FOR HARNESS 
SPECIFICATIONS. 

9. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN WED AREAS. THE H AHNE5 5 MUST 
BE SMOOTH AND NON-TWISTED. 

5. USE WIFE TIES TO HOLD HAFVE55 
MINIMUM AMOUNT AMI SIZE. 


7. CONNECTORS AND BREAK-OUTS MUST FACE 
AS INDICATED ON THE DRAWING. 

S. WHERE -XX- IS INDICATE D, USE APPROPRIATE 
PART AND/OR VENDOR AS NEEOED. 

8. CONNECTOR *23 SHOULD BE TABBED "LIFT**. 
TAB SHOULD BE PLACED I INCH BEFOE COM4. 


BS7 

987A 

70 

M 

mtfj w 

3 

*J 



HARNESS, LIFT OPTION 
INTERFACE, GM 


End Date: 9/5/02 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

25 

AMP 

770022-1 

12 POSITION CONNECTOR. PLUS 

AMP 

XX 

14-16 9A TERMINAL. SOCKET 

AMP 

XX 

ID-IZ TERMINAL. SOCKET 

23 

AMP 

770020-1 

B POSITION COtMECTOR. PLUS 

AMP 

XX 

14-16 OA TERMINAL. SOCKET 

AMP 

XX 

10-12 8A TERMINAL. SOCKET 

27 

AMP 

770019-1 

4 POSITION CONNECTOR. PLUS 

AMP 

XX 

14-16 6A TERMINAL. SOCKET 

AMP 

XX 

10-12 OA TERMINAL. SOCKET 


MLLA 

•7122 

HOUEINKIVLAYi S POSITION. 

X 

XX 

TBWHNIV.-FDULE. 1/4". 14-19 BA. 

X 

XX 

TERMINAL-FEMALE. 1/4". 10-12 BA. 

QXOOE A | X 

XX 

1 AKP. 400 VOLT 


CIR 

0A 

COLOR 

DESCRIPTION 

mt/j* 

16 

GREEN 

SWITCH PANEL LIGHTS l-l . 

0NDS 

IB 

WHITE 

RELAY BHOUtC (OPTION HMWE9SI . 

XX 

16 

REO 

FROM FUSE PNL. CBAT) TO RELAYS. 

X 

16 

RED 

FROM FUSE PNL. (IGN3 TO RELAYS. 

70 

16 

WHITE/BLACK 

SWITCH PANEL LIGHTS (♦> FEED. 

504 

IB 


DOOR SWITCH (LIFT) TO BUZZER. (-3 SIGNAL. 

nm 

16 

WHITE 

LIFT DOOR LATCH SWITCH (-) SIGNAL. 

SGI 

16 

LIGHT BREEN 

TRANSMISSION LOCK OUT CIRCUIT. 

9B4 

IS 

BREEN/WHITE 

TRANSMISSION LOCK OUT CIRCUIT. 

566 

IS 

BREEN 

LIFT DOOR LIGHT FEED. FROM RELAY KI3. 

B67 

16 

BLACK 

LIFT RELAY TO REAR DOOR. LIFT POWER FEED. 

567A 

16 

BLACK 

LIFT SWITCH POWER FEED FROM RELAY Kl 1 . 

5GB 

IS 

YELLOW 

PARK BRAKE SIGNAL. . 


: r so 


90 - XX A 

30 - 

e»iA^ 

90 - 

BBB 

H r>i 

■B - 

-W-BBB 

m - 

BB 

BB - BB7A 

BB - 

X 

m - 

XX -s 

B7 - 087 

87 - 

ONTO 

B7 - 

XX J 

■7A - . 

W7A 

- 944 

B7A - 



D 

a 

am 

Ml 

iJ 

m* 

£• 

00* 

II 

zl 

X 

•J 

si 

0 

ui 

i 

70 


Ored 

CONNECTOR *29 




BOTTOM VIEW OF RELAY 
BLOCK IS SHOVN. RELAY 
BLOCKS SHOULD BE ORIENTED 
SUCH THAT MOUNTING TAB 
IS UPRIGHT AND TO THE REAR 
ON FINISHED HARNESS. 


18.0 



5.0 


I .5 


1 


I .5 


I .5 


I .25 - 


I .25 


37.5 


24.0 


Hi 

i 

E 

33 

BOA 

no 

OB 

W7 



NOTES > 

1 . CIRCUIT NUMBERS TO BE STAMPED AT 
4- INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 

2. TAB HARNESS FOR IDENTIFICATION. 

9. STRIP INSULATION BACK 3/B" ON 

UNTEFMNATED LEADS. 

4. REFE R TO DWS. *62001 136 FOR HARNESS 
SPECIFICATIONS. 

5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHO*l. 

IN TAPED AfEAS. THE HARNES S MUST 
BE BOOTH «5b NON -TWISTED. 

6. USE WIRE TIES TO HOLD HARNESS 

JHERE NEEDED, MINIMUM AMOUNT AND SIZE. 

7. CONNECTORS AND BREAK-OUTS MUST FACE 
AS INDICATED ON TVE DRAW INS. 

B ' 

9. CONhECTGR #23 SHOULD BE TAGG ED "LI FT*. 

TAB SHOULD BE PLACED I INCH B EF O RE CONN. I 



52004122 B 

Ihomas 


1' 

H 


HARNESS, LI 
INTERFACE, 

Effective Date 

FT OPTION 
FORD 

1/25/01 
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DOOR 

SECTION 


Page 10.1 
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COLOR 


CONN 

VENDOR 

PART « 

DESCRIPTION 

OTTY 

RELAY 

BLOCK 

HELLA 

B7IZ2 

HOUSING-RELAY, 5 POSITION 

1 


. 

. 

. 


INTERLOCK 

JBC- 1230- 1 

TERMINAL-FEMALE. 1/4". 14-IB QA. 

4 


DOME OPT. 
53255 - 04 - OOO 


30 - ISN 
B5 - GND 
B6 - 426 

B7 - 74 

B7A - . 


LEAD • 


AW0 


DESCRIPTION 


ION 

GND 


IG 

IS 


RED 

WHITE 


FEED FROM FUSE PAhEL . 
BODY GROUND. 


♦ZB 

74 


16 BREEN 
16 BLACK 


AIR DOOR OPEN SIGNAL. 
STEPLIGHTS FEED. 



A 

14-IB GA. BUTT-SPLICE 

0 


DESCRIPTION 

OTY 


4. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

3. REFER TO DWG. #52001 I3G FOR HARNESS 
SPECIFICATIONS. 


2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B" 
NOTES- °N ALL LEADS. 



52003992 A 

i nomas 



H 


HARNESS, Al 

Option: B3255 

R DOORS 

-04-000 


Page 10.4 


o»m 

VENDOR 

PART • 

DESCRIPTION 

OTY 


CARLINS 

00916716001 

SWITCH COMCCTOR 

. 

i 

FED 

12015068 

IB-20 6A TERMINAL 

. 


FED 

1 20 1 5870 

14-16 6A TERMINAL 

. 


AMP 

770006-3 

14-20 OA. TERMINAL, FCCEPTICAL. 

B 

29 

AMP 

770004-3 

10-12 GA. TERMINAL, RECEPTICAL. 

. 


AMP 

770020-1 

6 POSITION CONNECTOR. PLUG. 

1 


HELLA 

87122 

HOUSING-RELAY. 5 P06ITZ0N. 

. 

FB_AY 

INTERLOCK 


TERMINAL-FEMALE, 1/4", 14-16 0A. 

. 


interlock 

. 

TERMINAL -FEMALE, 1/4", 10-12 6A. 

. 


LEAD • 

AWB 

COLOR 

DESCRIPTION 

426 

16 

GREEN 

TO ELECTRIC DOOR, OPEN. 

4Z7 

16 

YELLOW 

TO ELECTRIC DOOR. CLOSE. 

434 

16 

ELACK 

TO ELECTRIC DOOR. COMMON MOTOR LEAD. 

EE 

14 

RED 

FUSE PANEL (BAT. ) TO ELECTRIC DOOR MOTOR. 

GND0 

14 

LIGHT BLUE 

DOOR MOTOR GROUND. 

. 

. 

. 

. 

. 

. 

. 

. 



i r~ 

434 

3“ 

426 

iJ 

427 

±J 

EE 

Si 

GNDQ 

si 


6. USE CONVOLUTED TUBING OF MINIMUM 
SIZE UP TO BREAKOUTS. 

S. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4 . R EF E R TO DBG. • 5200 1 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
27 SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMP ED AT 
4" INTERVALS WITH TFE PREFIX "B" 
NOTES: W L£ * DS * 


ELECTRIC DOOR HARNESS 


0 

. 

, 

BUTT ER-ICE, 14- IS GA BLUE. 

5 

c 

. 

, 

FORK SPADE, *10 STUD. 14-16 BA. 

3 

B 

• 

• 

FEMALE FAST-GN. 1/8” 14-16 GA. INS 

. 

A 

. 

. 

FEMALE FAST -ON, I/.-, 14-16 BA. 

. 


VENDOR 

PART • 

DESCRIPTION 

OTY 


52003793 B 


HARNESS, ELECTRIC 
DOOR MOTOR 


End Date: 9/5/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

DTY 


CAHLINB 

9091 671 6001 

SWITCH CONNECTOR 

1 

1 

FtD 

12016860 

16-20 GA TERMINAL 

2 


PED 

I20I5070 

14-16 6A TERMINAL 

5 


AMP 

770006-1 

14-20 GA. TERMINAL PIN. 

0 

31 

AMP 

770003-3 

10-12 0A. TERMINAL PIN. 



AMP 

770028- 1 

0 POSITION CONNECTOR. CAP. 

1 


hELLA 

07122 

HOLBINB- RELAY. 5 POSITION. 


RELAY 

nrnTrrrn 

. 

TERMINAL-FEMALE, 1/4”, 14-16 GA. 


Kl 


. 

TERMINAL-FEMALE, 1/4”, 10-12 GA. 



CONN. *1 
ELECTRIC DOOR 
HARNESS 
52003138 

(REAR VIEW) 


70 

zJ 

m/jp 

i! 

*i 

427 

k 

*1 

434 

2J 

424 

sl 

42S 

1 

0 




SPIRAL TAPE 


O RED 

CONNECTOR *31 
(ELECTRIC DOOR) 



n 




©oca 



DOO 



©OCQ 


LEAD • 

AWG 

COLOR 

DESCRIPTION 

424 

IG 

BLUE/WHITE 

FROM LIFT SWITCH TO LIFT RELAY KIG. 

426 

16 

GREEN 

TO ELECTRIC DOOR HARNESS, OPEN. 

427 

16 

YELLOW 

TO ELECTRIC DOOR HARNES6, CLOSE. 

434 

16 

BLACK 

TO ELECTRIC DOOR. COMMON MOTOR LEAD. 

GND8 

16 

WHITE 

SWITCH HARNESS GROUND, ELECTRIC DOOR. 

70 

IB 

WHITE/BLACK 

SWITCH PANEL LIGHTS 1+) . 

GN/JP 

IB 

GREEN 

SWITCH PANEL LIGHTS (-) . 

, 

. 


. 

. 







. 


43+ 

£l 

424 

=J 

±1 

426 

5] 

4Z7 

si 

zl 

70 

e] 

GN/JP 

zJ 

SND9 


5. S TRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. REFER TO DWG. *52001136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2" SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRC UIT N UMBERS TO BE STAM TO AT 
4" INTERVALS WITH THE PREFIX "B” 
NOTESlON ALL LEADS. 


ELECTRIC DOOR SWITCH HARNESS 


D 

. 


BUTT SPLICE, 14-16 QA BLUE. 


C 

. 

. 

RING TERMINAL *10 STUD, 14-16 QA. 

. 

B 

. 


MALE RECEP., 1/4”. 14-16 QA. 

. 

A 


. 

FEMALE FAST-ON, 1/4”. 14-16 GA. 

. 


VENDOR 

PART # 

DESCRIPTION 

GTY 



HARNESS, ELECTRIC 
DOOR SWITCH 


End Date: 9/5/02 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

26 

AMP 

770020-1 

12 POSITION CONNECTOR. CAP 

Alf> 

XX 

14-18 8A TERMINAL, PIN 

AMP 

XX 

10-12 TERMINAL. PIN 

2 

AfcF 

770027-1 

6 POSITION CONNECTOR. CAP 

AkP 

XX 

14-16 GA TERMINAL* PIN 

AMP 

XX 

10-12 TERMINAL, PIN 

31 

AllP 

770021- 1 

9 POSITION CONNECTOR, RJJ0 

AW> 

XX 

14-16 BA TERMINAL. SOCKET 

AMP 

XX 

10-12 8A TERMINAL, SOCKET 

B9£ 

HELLA 

W7IZZ 

HDUWINV-fVLAY, S POSITION. 

K 

XX 

TBVtfXNAL-FBMALE. 1/4". 14-16 0A. 

X 

XX 

TMXNM--FBM1X, 1/4". 10-12 BA. 


a - 

fl” 

mcm 

IT 

427 

i! 

■J 

aw 

•1 

BBA 

!J 

4*4 

U 

OMS 

w 

mt/jf 

!9 

70 

til 

3 


3“ 

434 

4*B 

♦27 

EE 

11 

QNDG 




K 18 

u 

.1 

■m 

L 


~iT 



I .5 


14.0 


i 


33888 


0A 

COLOR 

DESCRIPTION 

16 

GREEN 

SWITCH PAFEL LIGHTS (-> . 

IB 

WHITE 

RELAY 6ROUFO (OPTION HAFYE9S) . 

IB 

RED 

FROM rUSE PNL. (BAT! TO RELAYS. 

16 

1HITE/BLACK 

SWITCH PANEL LIGHTS C4I FEED. 

16 

LIGHT BLUE 

ELECTRIC DOOR GROUND, SWITCH AND ACTUATOR. 

16 

YELLOW 

TO ELECTRIC DOOR HARNESS, CLOSE. 

16 

BJUE/WHITE 

LIFT SWITCH TO LIFT RELAY. 

16 

RED/BLACK 

DOOR OPEN SIGNAL TO FLASHER, (-) . 

16 

RED/WHITE 

DOOR OPEN SIGNAL TO STEPLIGHT RELAY. (-) . 

IB 

BLACK /WHITE 

RELAY BLOCK JUFER, ELECTRIC DOOR RELAYS. 

16 

BLACK 

TO ELECTRIC DOOR ACTUATOR, COMMON LEAD. 

IB 

BREEN 

TO ELECTRIC DOOR HARFCS8, OPEN. 


07 - 
87A 


JPI 


07 - 0N 

87A - . 


KI9 

l» 

-1 

■M 

1. 


■7 



K2D 

u 

.1 

vn 

1. 


"5T 



BOTTOM VIE* Or BELAY 
BLOCK IS SHOiN. RELAY 
BLOCKS SHOULD BE ORIENTED 
SUCH THAT MOUNT I NB TAB 
IS UPRIGHT Aid TO THE REAR 
ON FINISHED HARNESS. 


I .O 

1 


NOTES t 


I .5 


OREO 


30.0 



434 

4*4 

ir- 

il 

42S 

sl 

427 

il 

zl 

70 

fJ 

mt/jp 

II 


1 . CIRCUIT NUMBERS TO BE STAfcff EO AT 

ON WITH R ® riX " B " 

2. TAB HARNESS FOR IDENTIFICATION. 

3. S TRIP, INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4. HfcPbH TO 0*0. *02001138 FOR HARNESS 

SPECIFICATIONS. 

B. FULLY TAPE HAFK E5B WHERE HEAVY 
LUCS HAVE BEEN SHOiN. 

IN TAPED AREAS. THE HARNES S MUST 
E SMOOTH AND NCN- TWISTED . 

B. USE SI RE TIES TO HOLD HARNESS 

WHERE N EE DE D . MINIMUM AMOUNT AND SIZE. 

7. COFMECTORS AND TCAK-OUTB MUST FACE 
AS IFOICATH3 GN THE DRAWIN8. 

0. WHERE "XX" IS INDICATE D. USE APPROP R IATE 
PART AND/OR VEFOOR AS NEEDED. 

8. CONNECTOR *31 SHOU LD BE T ABBED •'ELECTRIC 
TAB I INCH BEFOR E CONN. BODY. 



52004123 C 


HARNESS, OPTION 
INTERFACE, ELECTRIC 
DOOR 

End Date: 9/5/02 
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CHASSIS PARK BRAKE 
SWITCH. CLOSED WHEN 
PARK BRAKE IS ON. 


SWITCH CABINET BUZZER 
P/N 52004-023 



NOTES : 

I.) SCHEMATIC INCLUDES OPTIONS: 

B3B2B-D0-0D0 INTERIOR/EXTERIOR LIGHT SWITCH 

B3ZSO- 02-000 RED LIGHT OVER DDOR 

B3I I 1-00-000 LIFT DOOR PILOT LIGHT C2”) 



52003938 D 

‘IJurtn&n 


LIFT DOOR, 
CHASSIS 

ORD 
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LIFT 

F ynnir«r ' 


LIFT LIGHT 


CHASSIS PARK BRAKE 
SWITCH, CLOSED WHEN 
PARK BRAKE 15 ON. 

cs 


j r 


LIFT PILOT LIBHT 


70 

2T 

iJ 

*1 

il 

5B 7A 

sj 

iJ 

567 

5J 

567 







CONN. P/N G 1 200696 


O RED 

CONNECTDH »Z3 
(LIFT SWITCH CONVECTOR) COPTICN HARhESS] 

P/N 52003791 P/N 520041 17 


12 V + (IGN. )- 
TO CHA55IS - 




DO 

OCT 


00^0 



NSBU 5WITCH 


IS LT. GN 


BRAKE SWITCH 
OPEN WHEN 
BRAKES ARE ON. 


SWITCH CABINET BUZZER 

P/N Z2DIG3G5 

foo oool 

[ BUZZER 1 


00 0 


O BLUE 
CONfCCTCH • I 
(SWITCH PACE 
HAHNESS) 


— “ 


O BLUE 

CCANECTQR «I5 




585 584 5EI 504 

0000 


5E5 

5S4 


50+ 


0 

0 

0 

0 


©oo®i 

DOOO 

©oocal 


OREO 

CDNhECTCR *25 
(SWITCH FAK£L 


ORED 

CONNECTOR »25 
CQPTION HARFESS) 


TO LIFT RELAYS 

5S7C 


I NTER I DR/EXTER I OR LIGHT SWITCH 


— E3- 15 BL L 


>>- 


— *-SEE DWG. 5200 1960 FDR WIRING SCHEMATIC OF THOMAS LIFTS 
— ^ SEE DWG. 5200 1 B77 FOR WIRING SCHEMATIC OF BRAUN LIFTS 
— SEE DWG. 5200 1 978 FOR WIRING SCHEMATIC OF RICON LIFTS 


1 

V 


P/N 52000435 


a 


EXTERIOR LIGHT 


OPTIONAL LIFT OOCR LIGHTING 
OPT. B3zsa-D2-aao 
OPT. B3I 11-01-000 


A 

A 


i 


OPTION B3I I Q -05-000 
BY-PASS DOOR SWITCH 
FOR THIS CPTION. 




za AMP 

- S3 — ■ 


NOTES : 

I .) SCHEMATIC INCLUDES OPTIONS: 

03B20-OO-OOO I NTER I OR/EXTER I OR LIGHT SWITCH 

B32 00-02-000 RED LIGHT OVER DOOR 

B3II 1-00-000 LIFT DDOR PILDT LIGHT C2"> 




•OPTION B32B0-D2-D00* 
RED LIGHT OVER OOCR 
*22025374 




DOWN P I LOT /SEQUENC I NG 
SWITCH 

•THOMAS LIFT ONLY* 







52003808 E 

IhomAs 


LIFT DOOR, C 

;m 
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NOTES: 


Page 10.16 


VANDALOCK 

SECTION 


Page 11.1 



Page 11.2 




Page 1 1.3 



r 


30 

16 LT-BL 


RJSHOUT 

WINDOW 

SWITCH 


— i 



NOTE: 

DASHED LINES DENOTE OPTIONAL EQUIPMENT. 

DECAL PART NUMBER: 52002537 
OVERALL DECAL SIZE: 5" x 7.5" 

ON EF AND ER MODELS, CONNECT HARNESS 
5200 1 8B2 TO CONNECTOR ON 4B WIRE IN 
SIDE PANEL. MOUNT RELAY ON BODY 
ELECTRICAL PANEL. 



52004175 A 

* Ihomas 


|. Ifl w ^ m 

H 


HARNESS, Jl 
VANDALOCK 

End Date: 9/6/ 

WIPER 

02 
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RADIO 

SECTION 


Page 12.1 



Page 12.2 



Page 12.3 


com 

VENDOR 

PART • 

DESCRIPTION 

OTY 

30 

PED 

1 2064784 

CONN. EM. METRI PACK 2B0 SERIES 

1 


FED 

120340.7 

TERMINALS FOR CONNECTOR 

4 


FED 

12064768 

SECONDARY LOCK TAB FOR CONNECTOR 

2 



E 

. 


. 

. 

D 

. 


FEMALE PUSH-ON, 1/4", IB BA. 

B 

C 

. 


. 

. 

B 



. 

. 

A 



. 

. 


VENDOR 

PART • 

DESCRIPTION 

OTY 


Page 12.4 


0.0 



i 



B.SFOT TAPE ENTIRE HWNE99 EVERY Mr. 
..STRIP INSUJtTiaH BACK S fl- DN 
IMTBWWm ISADS. 

3.FEFER TD On. «OOIISB FOR llHirnr 
9PECIFICAT10M. 

Z.TAS HUSEBS FOR IOOWIFICATION. 


MNIiaHF'ff 


LEAD • 

AWG 

COLOR 

DESCRIPTION 

IOQA 

IB 

VIOLET 

RIGHT REAR SPEAKER (+) 

1000 

IB 

VIOLET/BLACK 

RIGHT REAR SPEAKER <-) 

IIOA 

IB 

GREEN 

LEFT REAR SPEAKER (♦) 

HOB 

IB 

GREEN/BLACK 

LEFT REAR SPEAKER C-l 

II IA 

IB 

GRAY 

RIGHT FRONT SPEAKER (4) 

II IB 

IB 

GRAY/BLACK 

RIGHT FRONT SPEAKER t-> 

1 12A 

IB 

•HITE 

LEFT FRONT SPEAKER <+) 

1 12B 

IB 

•HITE/BLACK 

LEFT FRONT SPEAKER (-> 


. 

. 



. 

. 


. 

. 

. 



. 

. 

, 


35.0 



tit 


S - 

"TIOA 

e] 

■^128 

-^IIB 

cj 

■1.P.9A. 


CONNECTOR *30 
MI NOTOUR SPEAKER HARNESS 



52003550 C 

ihoinas 


| . 1 fl 4 ■ ^ m 

H 



HARNESS, FOUR SPEAK- 
ERS DRW AND SRW 

End Date: 9/6/02 


CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


PED 

1 20G475Z 

CONN. GF, METRI PACK 280 5ERIE5 

1 

30 

PED 

1 2 03 404 G 

TERMINALS FOR CONNECTOR 

4 


PED 

1 2064753 

SECONDARY LOCK TAB FDR CONNECTOR 

Z 


_DJ 

109 

_cj 

1 1 0 

jlJ 

_§J 

1 12 

Li 

Al 

1 1 1 


CONNECTDR *30 
(SPEAKER HARNESS OUTPUT) 


170.0 

CONVOLUTED TUBING 



' ON 

4. TAPE CONVLOUTED TUBING TO HARNE55 ON ENDS. 
SPECIFICATIONS. 

3. REFER TO DWG. *52001 I3G FOR HARNESS 
SPECIFICATIONS. 

Z .TAG HARNE55 FOR IDENTIFICATION. 

I -CIRCUIT NUMBERS TO BE STAMPED AT 
-4-- INTERVALS WITH THE PREFIX "B” 

NOTES: QN ALL LEADS - 


A 



BUTT SPLICE, 14-16 GA . 

INSULATED 

0 

CONN. 

VENDOR 

VENDOR NO. 

DESCRIPTION 

QTY. 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

QTY 


PED 

1 2064752 

CONN. 6F, METRI PACK 260 SERIES 

1 

30 

PED 

1 203 4 □ 46 

TERMINALS FOR CONNECTOR 

4 


PED 

1 2064753 

SECONDARY LOCK TAB FOR CONNECTOR 

2 


PED 

1 2064762 

CONN. 6F , METRI PACK 150 SERIES 

1 

2 

PED 

1 2047767 

TERMINALS FOR CONNECTOR 

4 


PED 

1 2064764 

SECONDARY LOCK TAB FOR CONNECTOR 

2 


LEAD ♦ 

AWG 

COLOR 

DESCRIPTION 

109 

IB 

PURPLE/BLACK 

RIGHT SPEAKER C-] 

1 10 

IB 

PURPLE 

RIGHT SPEAKER C + J 

1 1 1 

IB 

WHITE 

LEFT SPEAKER (+) 

1 12 

19 

WHITE/BLACK 

LEFT SPEAKER 1-1 


.Li 

1 09 

cj 

1 10 

jlJ 

Jj 

1 12 

zi 

aJ 

1 1 i 


CONN. *2 

FACTORY INTERFACE 
Y-PILLAR (GM ONLY) 



9G.0 

CONVOLUTED TUBING 



_eJ 

1 09 

_Ll 

1 10 

Jj 

Bj 

1 12 

Jj 

aJ 

1 1 1 


4. TAPE CONVLOUTED TUBING TO HARNESS ON ENDS. 
SPECIFICATIONS. 

3 . REFER TO DWG . *52 DO I I 36 FOR HARNESS 
SPECIFICATIONS. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 

NOTES : 0N ALL LEADS 



52003781 C 

Ihcjnaj 


|. 1:1 ^ ^ m 

H 


HARNESS, S 
INTERFACE, 

End Date: 9/6/ 

3 EAKER 

GM 

02 
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com 

VENDOR 

PART • 

DESCRIPTION 

OTY 

■ 

CARLING 

080 167 1 GOO 1 

SWITCH CONhECTOR 

1 

PEO 

1201 9660 

16-20 8A TERMINAL 

2 

FED 

12019870 

14-16 GA TERMINAL 

5 

PED 

12064600 

10-12 GA. TERMINAL 

. 

24 

Alf* 

770006-5 

14-20 BA. TEmiNAL* FEEEFTXCAL. 

7 

AMP 

770004-S 

10-12 BA. TERMINAL. SKEPTICAL. 

. 

AMP 

770021-1 

B POSITION CONNECTOR. PLUG. 

1 

RELAY 

K 1 

HELLA 

87122 

HOLBINS-FELAY, 9 POSITION. 

. 

INTERLOCK 

. 

TElWlINN--FElMLE, 1/**. I.-IB BA. 

. 

INTERLOCK 

. 

TERMINAL-FEMALE. 1/4”, 10-12 BA. 



LEAD • 

awg 

COLOR 

DESCRIPTION 

70 

is 

WHITE/BLACK 

SWITCH PANEL LIGHTS (♦> . 

mu jp 

18 

GREEN 

SWITCH PANEL LIGHTS t-) . 

1 10 

IS 

PURPLE 

SPEAKER FEED, RIGHT <♦» . 

1 1 1 

16 

WHITE 

SPEAKER FEED. LEFT (4-1 . 

1 IOA 

16 

PURPLE 

RIGHT SPEAKER FEED, U) . 

1 IOB 

16 

GREEN 

EXTERNAL SPEAKER FEED. C+) . 

1 1 IA 

IS 

WHITE 

LEFT SPEAKER FEED. !♦) . 

. 

. 

. 

. 


CONN. * I 

OUTSIDE SPEAKER 
SWITCH 
52003067 

(PEAR VIEW) 


a 

70 

3 

MAJP 

u 

1 IOA 

±1 

1 1 IA 

L2J 

1 10 

ii 

1 1 1 

1 IOB 

■i 


O GREEN 
CONNECTOR *24 
C OUTSIDE SPEAKER) 


I .0 

L_ 


40.0 


SPIRAL TAPE 



1 10 

1 1 1 

si 

1 IOA 

±J 

1 IOB 

=J 

1 1 IA 

si 

70 

zl 

GN/JP 

si 

si 


5. S TRIP INSULATION BACK 3/B" ON 
UNTERMINATED LEADS. 

4 . REFER TO DWG. *32001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACING OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMP ED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES: ON ALL LEADS. 


OUTSIDE SPEAKER HARNESS 
OPTION B2580-0X-000 


D 

. 

. 

BUTT SPLICE. 14-16 GA BLUE. 

. 

C 

. 

. 

RING TERMINAL. *10 STUD, 14- IB BA. 

. 

B 

. 

. 

MALE HECEP., 1/4". 14-16 BA. 

. 

A 

. 

. 

FEMALE FAST-ON. 1/4", 14-16 BA. 

. 


VENDOR 

PART • 

DESCRIPTION 

OTY 



52003800 A 

J iTioniik" 

HARNESS, 0 
SPEAKER SV\ 

JTSIDE 

(ITCH 
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NOTES: 


Page 12.8 


MISCELLANEOUS 

SECTION 


Page 13.1 



Page 13.2 


CONN 

VENDOR 

PART • 

DESCRIPTION 

OTY 


CARLINS 

90916718001 

SWITCH CONNECTOR 

1 

1 

PED 

XX 

IB-20 BA TERMINAL 

X 


FED 

XX 

14-18 BA TERMINAL 

X 


HELLA 

B7I22 

H0UB1NB-RBLAT. B POSITION. 

1 

BW 

X 

XX 

TERMINAL-FEMALE, 1/4*. 14-19 BA. 

X 


X 

XX 

TERli INAL-FEMALE, 1/4*. 10-12 BA. 

X 



c 

BUTT-SPLICE, 19-14 ABO. 

2 

B 

TErt.INM.-PIN, 14-16 SA IMF.7700aS-l.GR EOV.l 

2 

A 

FEMALE FAST-ON 1/4” 14- IS BA 

1 

TERM 

DESCRIPTION 

GTY 


• jggijj 


CIR 

BA 

COLOR 

DESCRIPTION 

mi/jF 

16 

ORUN 

SWITCH PAtCL LIGHTS l-> . 

70 

16 

WHITE/BLACK 

SWITCH PANEL LIGHTS (+) FEED. 

P 

IS 

RED 

FROM FUSE PNL. (I BN) TO RELAY. 

07 

IB 


FEED FROM SWITCH TO RELAY. 

SPI 

14 

BLACK/YELLOW 

SPARE-RELAY TO STEP HEATER. 

SP8 

16 

BLACK/WHITE 

SPARE-RELAY TO THERMOSTAT. 

1--JI 

IB 

YELLOW 

JUMPER IN SWITCH. 






. 


. 

, 



, 


, 

. 

♦ 






DRIVER HEATED 

7 mm 


a - 

70 

iT“ 

If- 

±1 

br 

p 


H B7 

2a£ 

£l 


BOTTOM VIEW OF RELAY 
BLOCK IS SHOWN. RELAY 
BLOCKS SHOULD BE ORIENTED 
SUCH THAT MDUNTINB TAB 
IS UPRIGHT AND TO THE REAR 
ON FINISHED HARNESS. 


•. Hilt -XX- IS INDICA' . 

PART AND/OR VENDOR AS 
7. CONNECTORS AND BREAK-OUTS MUST FACE 
AS INDICATED GN THE DRAVXNB. 


9. FULLY TAPE HAFWCS6 H6E HEAVY 
LUCS HAVE BEEN SHOWN. 

IN TAPED AREAS. THE HARNESS MUST 
BE SMOOTH AM)N0N- TWISTED . 

4. Wb H TO DWG. *92001 135 FI 
SPECIFICATIONS. 


2. TAB HARNESS FOR IDENTIFICATION. 

I . CIRCUIT NUMBERS TO BE STAMPE D AT 
4- INTERVALS WITH T>C PREFIX -B” 
ON ALL LEAK. 


52004605 E 


HARNESS, STEP TREAD 

End Date: 9/5/02 
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com 

VENDOR 

PART < 

DESCRIPTION 

OTY 


CARLINS 

006 167 16001 

SWITCH CONNECTOR 

1 

l 

PED 

XX 

18-20 QA TERMINAL 

X 


PS) 

XX 

14-16 ©A TERMINAL 

X 


AiP 

XX 

14-20 BA. TERMINAL, PIN. 

X 

35 

AfcF 

XX 

10-12 6A. TERMINAL. PIN. 

X 


AMP 

770026-1 

4 POSITION CONNECTOR, CAP. 

1 


CONN. <1 
(HATCH FAN) 
REAR VIEW SHOWN 


70 

ZJ 

m/jp 

Jj 

±j 

il 

J 

si 

*1 

601 

51 


I .0 


- 48.0 

SPIRAL TAPE 


NOTES: 


2 . 

3. 

A. 

5. 

S. 

7. 

S. 

9. 


CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX "B" 

ON ALL LEADS. 

TAB HARNESS FOR IDENTIFICATION. 

R E FE R TO OWO. <52001 136 FOR HARTtESS 
SPECIFICATIONS. 

SPIRAL TAPE SPACING SHOULD BE I INCH. 

WHERE "X" IS INDICATED, USE APPROPRIATE 
QUANTITIES AS KEED FOR TERMINATION. 


.rcrc "XX” IS INDICATED. USE APPROPRIATE 
PART AND/OR VENDOR AS NEEDED. 

CONNECTOR 35 SHOULD BE TABBED APPROPRIATELY 
I INCH FROM CONNECTOR BODY. 

EXAMPLE: CONN. 35 TAB SHOULD READ "HATCH FAN" 
CONNECTOR I SHOULD BE TABBED APPROPRIATELY. 
PLACE TAB ON CONNECTOR BOOY. 

USE WIRE TIES TO HOLD HARNESS 
M INI MUM AMOUNT AAD SIZE. 


LEAD ♦ 

A fO 

COLOR 

DESCRIPTION 

SOI 

16 

BLUE 

ESCAPE HATCH PAN PEED '+) . 

GN/JP 

18 

GREEN 

SWITCH LIGHT GROIN). 

70 

18 

WHITE/SLACK 

SWITCH LIGHT PEED (♦) . 

J 

16 

RED 

PROM nJSE PANEL (IBN.). ACC. POWER. 


O BLUE 

CONNECTOR <35 
•HATCH FAN) 




i 

2] 

1J 


j 

SOI 

70 

BN/JP 



52004782 B 

Ihwn&s 

1 ekkdHiSZTjE 


HARNESS, E 
HATCH FAN 

Effective Date 
End Date: 9/5 

SCAPE 

SWITCH 

5/14/01 

01 
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CIRCUIT 


r 

6ft! 


o 

o o o 

o 

SB 

O 


row 


"Kiratmos J 

o 

o o o 

o 

Q O O 


0H? 



FAN SWITCH 


FROM FUSE PNL . 
J (IGN.) 


10 AMP 


J 

IG RD 
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CONNECTOR #1 
HATCH FAN 
[REAR VIEW) 


sJ 

70 

IT 

GN/J 3 

u 

±J 

zJ 

J 

=1 

sl 

60 1 

eJ 



70 J GO I GN/JP 
0 0 0 0 






ooa 



POO 



ooa 

cu^ 


O BLUE 
CONNECTOR *3G 
(HATCH FAN. 1.0. SIGN, 
ENG. COMP., LIGHT) 


ESCAPE HATCH 




O BLUE 
CONNECTOR »36 

(HATCH FAN, I . D . SIGN, 
ENG. COMP, LIGHT) 


0 0 
J 501 



ESCAPE HATCH FAN 


DROP-OUT #G0 I LOCATED IN 
ELECTRICAL CABINET 


FAN SWITCH 
♦520020B2 


PANEL 

5 (5) l 


LIGHT 

10 AMP 

l?V q J 



2 1 ° 


IGN Vn 12 GA 





12V 

IGN 


5 AMP 

W 12 0A 
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cam 

VENDOR 

PANT • 

description 

art 


CARLINS 

Mi«7im 

WITCH CONMBCTOR 

s 

i* ti 

s 

m» 

XX 

IB-20 SA TERMINAL 

X 


PK> 

XX 

14- IS SA TBMHWL 

X 


ANP 

XX 

1 4- IS M. TCNORAL. FIN. 

X 

as 

ANP 

XX 

10-12 M. TERMINAL. PIN. 

X 


m p 

770OB-I 

0 RXmQN CONNECTOR, CAP. 

1 


LEAD • 

Am 

COLOR 

DESCRIPTION 

SOI 

IS 

BLUB 

ESCAPE HATCH PAN PSD (♦) . 

27 

IS 

BLACX/MTE 

I.D. SION FEED CI2V+I 

002 

IB 

BLACK 

M.COMP. LISHT PHD (♦> 

9N/JP 

IS 


SWITCH LIGHT BOUND. 

70 

IS 

VHXTK/M-ACK 

WITCH LIWfT r«ED M . 

J 

IS 


PNOM FIBK NWL (1*1.1. ADC. FOMA. 

PF 

IS 


no* ruac m*.imtt). ihiducr um. 


NOTES! 


I . 




com. *i 

(HATCH FAN) 

BEAN VIEW SHOWN 


com. «Z 

(I.D.SI8N) 

REAR VIEW MOWN 


com. *3 

(ENG. COMP. LIGHTS) 

REAR VIEW SHOWN 


m 

70 

3~ 

W/JP 

iJ 

ij 

» 

zJ 

J 

si 

■1 

601 

st 

8 

0 




u 

H 

70 

ms* 

it 

d 

sl 

sl 

J 

. 

>1 

Bl 

27 

• 

4 

_l 

.0 




2.0 


70 

W 

mtjp 

iJ 

i! 

il 

FF 

Si 

♦ 

11 

602 

*1 

602 

4 

y 

.0 




2. TAB HARNESS FOR IDENTIFICATION. 

3. ^^0^^200.130 FOR HARNESS 

4. SPIRAL TAPE SPACIN3 SHOULD BE I INCH. 

B - ^a^ 1 ^^ E ^.“ PR1ATC 

•7. COmECTORSB SHOULD BEJABBED APPROPRIATELY 

wtm ™ 

B. CONNECTOR 1-3 SH OULD BE TABBED A PPR O PR IATELY. 
PLACE TAB ON CONNECTOR BOOT. 

5. USE WI RE TIE S TO HOLD HARNESS 

WHERE NEEDED, MINIMUM MOUNT AND SIZE. 


O BLUE 


(HATCH FAN, 1 .0. SION, 
ENB. COUP., LIGHT! 


40 . 0 - 


SPIRAL TAPE 



II 

J 

Hi 

70 

3 

avjp 

±J 

601 

aj 

602 

IF 

27 

zJ 

IJ 

IF 

FF 


52005045 A 


HARNESS, ESCAPE 
HATCH FAN, I.D. SIGN, 
ENGINE COMPARTMENT 
LIGHT, SWITCH 

Effective Date: 9/5/01 
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SWITCH PANEL 52003799 SHOULD BE USED 
WITH ALL REMOTE MIRROR OPTIONS, 


1 


O RED O RED 

CCNNECTOR *ZO CONAECTOR *ZO 

tP/N 52003795) [HEATED MIRR0R51 




REMOTE MIRROR OPTS. : 


B2B35-00-00 I 
B2B35-OQ-OOZ 
B2B35-00-003 
B2B3G-00-00 I 
B2B36-00-002 
BZB3G- 00-003 


CSRW GM) 
(DRW FORD! 
(DRW GM) 
(SRW GM) 
(DRW FORD) 
(DRW GM) 





Og 


J GREEN 
CONNECTOR #29 

(OPTION HAWES COWECTCH) 


Og 


J GREEN 
CONNECTOR *29 
!S»irCH HAflAEBB CCNECTORJ 


OBLUE 

CONNECrOR *15 
(SWITCH PANEL HARNESS J 


OBLUE 

CONNECTOR * 1 5 
CP/N 5 20037 7G) 



HEATED CROSSING ARM 


^TOPj^j— 


IF HEATED CROSSING ARM 
OH HEATED 5T0P ARM DPT. 

IS CHOSEN, CONNECT JUMPER 
"HTR" AND "4-7 □" TOG AT HER . 


HEATED CROSSING ARM 


HEATED REMOTE MIRRORS, CROSSING ARM, AND STOP ARM 
M I NOTOUR MODELS SRW, DRW 



52003996 C 

mamas 

I TickdICTXze 


REMOTE MIR 

RORS 
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CONN 

VENDOR 

PART » 

DESCRIPTION 

OTY 


LEAD # 

AWG 

COLOR 

DESCRIPTION 

1 

CARLINS 

999 1 G7 1 GOO 1 

SWITCH CONNECTOR 

1 

7Q 

IG 

WHITE/BLACK 

SWITCH PANEL LIGHTS C-tO . 

PED 

XX 

18-20 GA TERMINAL 

X 

GN/JP 

14 

GREEN 

SWITCH PANEL LIGHTS (-) . 


PED 

XX 

14-16 GA TERMINAL 

X 


470 

1 4 

ORANGE 

CR055 ING/5T0P ARM HEATER POWER FEED. 


AMP 

XX 

14-20 GA. TERMINAL, RECEPTICAL. 

X 


F 

14 

RED 

FROM FUSE PANEL (IGN.J, HTD . MIRRORS/X-ING ARM, 

zo 

AMP 

XX 

10-12 GA. TERMINAL, RECEPTICAL. 

X 


BKG 

IG 

BLACK 

HEATED MIRROR RELAY TRIGGER, CAB. 


AMP 

770020- 1 

G POSITION CONNECTOR, PLUG. 

1 


HTR 

1 4 

BLUE 

JUMPER, SOURCE FOR HEATED X-ING/5T0P ARM. 


HELLA 

07122 

HOUSING-RELAY. 5 POSITION. 



GND 

1 4 

BLACK 

REMOTE MIRROR GROUND. 

RELAY 

BLOCK 

XX 

XX 

TERMINAL-FEMALE. 1/4”. 14-16 GA . 







XX 

XX 

TERMINAL-FEMALE, 1/4", 10-12 GA , 








CONN. #1 
HEATED MIRROR 
CAB MOUNT 
52003 I I 9 

(REAR VIEW) 


sj 

70 

1T~ 

SN/JP 

±i 


2j 

F 

jlI 

U / 

BK6 

HTR 

HTR 

1 

0 


9. WHERE ”X" IS INDICATED. USE APPROPRIATE 
QUANTITIES AS NEEDED FOR TERMINATION. 

0. WHERE "XX” IS INDICATED, USE APPROPRIATE 

PART AND/OR VENDOR AS NEEDED. 


5.0 



A A A 



F 

2j 

BKG 

li 

±J 

70 

5j 

GN/JP 

6j 

470 


7. CONNECTORS AND BREAK-OUTS MUST FACE 
AS INDICATED ON THE DRAWING. 

G. USE WIRE TIES TO HOLD HARNESS 

WHERE NEEDED, MINIMUM AMOUNT AND SIZE. 


5. FULLY TAPE HARNESS WHERE HEAVY 
LINES HAVE BEEN SHOWN. 

IN TAPED AREAS, THE HARNESS MUST 
BE SMOOTH AND NON-TWISTED. 


4. REFER TD DWG. #52001 I 3G FOR HARNESS 

SPECIFICATIONS. 

3. STRIP INSULATION BACK 3/8 n ON 
UNTERMINATED LEADS. 


2. TAG HARNESS FOR IDENTIFICATION. 


I . CIRCUIT NUMBERS TO BE STAMPED AT 
4" INTERVALS WITH THE PREFIX ”B” 
ON ALL LEADS. 


HEATED AND 


REMOTE MIRROR HARNESS 


NOTES : 


D 

XX 

XX 

BUTT SPLICE, 14- IS GA BLUE. 

X 

C 

XX 

XX 

RING TERMINAL, #10 STUD. 14-16 GA . 

X 

B 

XX 

XX 

MALE RECEP.. 1/4". 14-16 GA . 

X 

A 

XX 

XX 

FEMALE FAST -ON. 1/4". 14-16 GA . 

X 


VENDOR 

PART * 

DESCRIPTION 

QTY 



HARNESS, HEATED 
MIRRORS 

End Date: 7/29/02 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

OTY 


AMP 

770026-1 

4 POSITION CONNECTOR. CAP 

| 

53 

AMP 

XX 

14-16 BA TERMINAL. PIN 

X 


AMP 

XX 

10-12 TERMINAL. PIN 

X 


O RED 

CONNECTOR *33 
VIDEO CAMERA 



4. MM "W IS IWJ1CAH D. US tfmPRIATK 
PART AMVOR VeOGR AB NEEDS). 

3. REFER TO D«6. *02001138 FOR HARNEBB 
STOITICATI0N5. 

2. TAB HARNESS FOR IDENTIFICATION. 

' • 

NOTES: 


OPTION 
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FROM FUSE PNL . 
J (IGN.) 


10 AMP 

</\j® - 


J 

16 RD 


n 

J see 

0 0 O RED 

CWWECTOR «33 
(OPTION HARNESS) 
P/N 52004129 


O RED 

CONhEETOR *33 
(OPTION HARNESS) 

P/N 52005041 

J see 


DROP-OUT #599 LOCATED IN 


OPTION HARNESS P/N 52005041 


A 



VIDEO CAMERA POWER SUPPLY 
OPT. B2593-00-000 SRW, DRW 


PART 

VENDOR 

VENDOR PART NUMBER 

DESCRIPTION 

A 

XX 

XX 

BUTT SPLICE, 

14-16 6A , 

INSULATED 



VIDEO CAMERA 

Option: B2593-00-000 
End Date: 9/6/02 
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CONN 

VENDOR 

PART * 

DESCRIPTION 

OTY 


CARLINS 

90016716001 

SWITCH CONNECTOR 

1 

1 

PED 

12016069 

18-20 6A TERMINAL 

2 


FED 

12019670 

14-16 8A TERMINAL 

2 


AMP 

770009-1 

14-20 BA. TERMINAL, PIN. 

4 

33 

AMP 

770003-3 

10-12 6A. TERMINAL, PIN. 

. 


Hr 

770026-1 

4 POSITION CONNECTOR. CAP. 

1 


HELLA 

67I2Z 

HOUSINB -RELAY, B POSITION. 


RELAY 

INTERLOCK 


TERMINAL -FEMALE, 1/4", 14-16 SA. 



INTERLOCK 


TERMINAL-FEIMLE. 1/4*. 10-12 0A. 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

4. REFER TO DttG. *52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2” SPACIN9 OTHERWISE. 

2. TAG HARNESS FOR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMP ED AT 
4" INTERVALS WITH THE PREFIX "B" 
NOTES: ™ A*- 1 - LE ^ JDS ‘ 


LEAD • 

AWQ 

COLOR 

DESCRIPTION 

see 

IB 

RED/WHITE 

VIOED CAMERA BOX, FEED (♦) 

QN/JP 

18 

GREEN 

SWITCH LIGHT GROUND. 

70 

ie 

WHITE/BLACK 

SWITCH LIGHT FEED (+) . 

J 

16 

RED 

FROM FUSE PANEL (IBN.), ACC. POWER. 


CONN. *1 
VIDEO CAMERA 
SWITCH 
(REAR VIEIf) 



13 

70 

9VJP 

il 

*J 

il 

a) 

J 


il 

u 

599 

• 

1 

0 




SPIRAL TAPE 


O RED 

CONNECTOR *33 
(VIDEO CAMERA) 






moos 


II 




J 

599 

70 

GN/JP 


VIDEO CAMERA SWITCH 
OPT. B2 I 15-01 -000, SRW, DRW 




1 TUSDWWiRlHjEt | 

52003891 B 

0 


. 

BUTT SPLICE, 14- IB 8A BLUE. 



C 

. 

. 

RING TERMINAL, *10 STUD, 14-16 GA. 

. 




6 

. 

. 

MALE RECEP., 1/4", 14-16 BA. 


HARNESS, VIDEO 

CAMERA SWITCH 

Option: B2 11 5-0 1-000 

A 

. 

. 

FEMALE FAST-ON, 1/4". 14-16 GA. 

. 


VENDOR 

PART * 

DESCRIPTION 

OTY 
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CONN 

VENDOR 

PART • 

DESCRIPTION 

OTY 


CARLINS 

00016716001 

SWITCH CONNECTOR 

1 

1 

PED 

1 2019660 

16-20 0A TERMINAL 

2 


PCD 

I20I5B70 

14-16 8A TERMINAL 

2 


AMP 

770006-3 

14-20 GA. TERMINAL. RECEPTICAL. 

4 

21 

AfcP 

770004—3 

10-12 GA. TERMINAL. RECEPTICAL. 

. 


AMP 

770010-1 

4 POSITION COMECTOR, PLUS. 

1 


HELLA 

87122 

HOUSING-RELAY, 9 POSITION. 


RELAY 

INTERLOCK 


TEmiNAL-FEMALE, 1/4”, 14- IB BA. 



INTERLOCK 


TERMINAL-FEMALE. 1/4”, 10-12 GA. 



5. STRIP INSULATION BACK 3/8" ON 
UNTERMINATED LEADS. 

♦•REFER TO DWG . *52001 136 FOR HARNESS 
SPECIFICATIONS. 

3. FULLY TAPE BREAKOUTS FOR 3"- 
2- SPACING OTHERWISE. 

2. TAG HAfWESS rGR IDENTIFICATION. 

I .CIRCUIT NUMBERS TO BE STAMP ED AT 
♦" INTERVALS WITH THE PREFIX "B" 
NOTES: ON ALL LEADS. 


LEAD • 

AWB 

COLOR 

DESCRIPTION 

27 

16 

WHITE/BLACK 

I.D. SIGN FEED CIZV+1 . 

GN/JF 

18 

GREEN 

SWITCH LIGHT GROUND. 

70 

18 

WHITE/BLACK 

SWITCH LIGHT FEED (*) . 

J 

16 

RED 

FROM rUBE PANEL CI8N.), ACC. POWER. 


com. *i 

I.D. SIGN 
SWITCH 
52003123 

(REAR VIEf) 


a 

70 

ZJ 

m/jr 

il 

a 

a 

j 

a 

a 

27 

a 

1 

0 




SPIRAL TAPE 


O GREEN 


CONNECTOR *21 
.0. SIGN) 




3^ 

*J 


3^ 

j 

27 

70 

GN/JP 


IDENTIFICATION SIGN 
OPT. B55 I O-OX-OOO, SRW, 


DRW 


0 


. 

BUTT SPLICE, 14-16 GA BLUE. 

. 

c 

. 

* 

RING TERMINAL. *10 STUD, 14- IB BA. 

. 

B 


. 

MALE RECEF., 1/4”, 14-16 ©A. 

, 

A 

. 

. 

rEMALE FAST-ON, 1/4", 14-16 GA. 

. 


VENDOR 

PART » 

DESCRIPTION 

OTY 



HARNESS, I.D. SWITCH 
WIRING 


End Date: 9/5/01 
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WOTCM 



CIRCUIT 


LATOJIT 



SIGN 


SIGN SWITCH 
CONNECTOR #2 
(REAR VIEW) 


70 

SNAP 

li 

±1 

iJ 

J 

sJ 

aJ 

27 

si 




30 


O BLUE 
CONNECTOR *3G 
(HATCH FAN. I.D. SIGN, 
ENG. COMP., LIGHT) 



10 AMP 

— J RED 


FROM FUSE 
PANEL 


00 

J 27 



O GREEN 
CONNECTOR *29 
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FRONT SIGN 




GND 


00 



O BLUE 
CONNECTOR *3G 


REAR SIGN 


GND 


O GREEN 




0 


jOOC 


O RED 

CONNECTOR #IG 

I FRONT HARNESS! 


@ooa 

□ooo 

®OOG3 


0 


Oreo 

CONNECTOR *16 

CREAR HARNESS! 



I6WH/BK 


<&=. 


0 


§ 8 ? 


O 0LUE 

CONNECTOR #2 


27 

0 



O BLUE 


CONNECTOR #2 

(FROMT HARf-ESS) 


fS* ITCH CABINET HARNESS! 
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CONN 

VENDOR 

PART # 

DESCRIPTION 

OTY 

RELAYS 



RELAY BLOCK 

4 

AMP 


TERM. 1 Z4-" LOCKING FEMALE (FOR RELAY) 

1 G 

DIODE 



1 AMP 4-00 VOLT 

2 


CIR 

GA 

COLOR 

DESCRIPTION 

BZ 

14 

YELLOW 

OUTPUT TO BUZZER/HORN 

IGN 

IB 

ORANGE 

TRUE IGNITION INPUT 

GND 

14 

WHITE 

GROUND 

BAT 

IB 

RED 

12 V+ FROM BATTERY 

SW 

18 

GREEN 

DEACTIVATION INPUT 

WH/JP 

14 

WHITE/BLACK 

JUMPER FOR RELAY BLOCK 

LGT 

14 

YELLOW 

OUTPUT TO LIGHT 



SEE NOTE B 


OPTION : 


B200 I -00-000 


INSTALLATION NOTES 


A. IGNITION SOURCE MUST NOT BECOME COLD WHEN 
KEY SWITCH IS IN START POSITION. 

U5E FU5ED 50URCE, MINIMUM CURRENT REQUIREMENT. 

WIRE LOCATIONS: 

MVP-ER : ROUTE TO IGN . BREAKER #0. FOURTH FROM 

BOTTOM IN SIDE PANEL ABOVE IGN PWR RELAY. 

MVP-EF: ABOVE IGN. POWER RELAY. IZ POS . DI5T. 

BLOCK. USE OPEN SLOT IF P0S5IBLE, FUSE 
AT 10 AMPS. 

FREIGHTLINER CONV . : 

ON FUSE BLOCK, PASSENGER SIDE OF BUS 
SINGLE MALE TERMINAL, POSITION •14- 
NAVI STAR CONV.: 

WIRE I3B (PINK IB GA . ) LOCATED IN DRIVER 
KICK PANEL AT BUZZER RELAY. 

FORD MI NOTOUR: 

10 GA. RED/GREEN LOCATED IN HARNESS 
AT STEERING COLUMN. CIGN SWITCH HARNESS) 

DO NOT CUT RED/OREEN WIRE. FUSE AT 10 AMPS 
USE FUSE HOLDER P/N 520 00505 . 

GM MI NOTOUR: 

10 BA. PINK WIRE LOCATED IN HARNESS AT 
STEERING COLUMN. (IGN SWITCH HARNESS) . DO 
NOT CUT PINK WIRE. FUSE AT 10 AMPS WITH 
P/N 52000505. 

B. CLEAN CHAS5I5 GROUND. 

C. DEACTIVATION 5WITCH 15 PU5H BUTTON 5TYLE 
SWITCH P/N 520029G5. PROVIDES GROUND 
WHEN DEPRESSED. MOUNTED HIGH IN REAR 

OF BUS ON THOMAS LDGO PANEL . SEE DRAWING 52003491. 

D. CONSTANT I2V + SOURCE FUSED AT 10 AMPS. 



52003468 D 

1 ham As 

1 rnrMTTTT 


PASSENGER 
SYSTEM (MA 

Option: B2001 

ADVISORY 

RYLAND) 

-00-000 
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CONN 

VENDOR 

PART • 

DESCRIPTION 


CARLINB 

900 1671 GOO 1 

SWITCH CONNECTOR 

1 

XX 

XX 

18-20 BA TERMINAL 


XX 

XX 

14- IB BA TERMINAL 


XX 

XX 

14-20 BA. TERMINAL* PIN. 

36 

XX 

XX 

10-12 BA. TERMINAL* PIN. 


AMP 

770QZ7-I 

6 POSITION CONNECTOR. CAP. 


CONNECTOR *1 
(REAR VIEW) 


si - 

70 

m 

m/jp 

11 

+25 

ii 

*1 

J 

Si 

»i 

jpi 

si 

JPI 

i 

0 




L 


O GREEN 

CONNECTOR #35 

(NOISE REDUCTION) 


oa 

DO 

oa 


SPIRAL TAPE 


j 

zj 


* J 

70 

5] 

QN/JP 

n - 

+25 


LEAD • 

AWB 

COLOR 

DESCRIPTION 

JPI 

18 

BLACK 

SWITCH JUMPER. L.E.D. LIGHT 

GN/JP 

10 

GREEN 

SWITCH LIGHT GROUND. 

70 

IB 

WHITE/BLACK 

SWITCH LIGHT FEED (♦) . 

J 

IB 

RED 

IGNITION FEED. 

425 

IB 

BLACK 

NOISE SOLENOID TRIGGER (+1 . 


Notes: 

1 . circ uit M irews TO L 
4" INTERVALS WITH TVE PREFIX W H" 

ON ALL LEADS. 

2. TAB HARNESS WITH C0RRE 5 PCNPIN8 PART 
TAB SHOULD BE LOCATED 2 INCHES 


3. TAB HARNESS "NOISE REDUCTION". TAB 

SHOULD BE LOCATED I INCH FROM CONN. *36. 
4-. SPIRAL TAPE SPACINB IS TO BE ONE INCH. 


B. WHERE "XX" IS UOICA* 
PART AMVGR VENDOR AS 


USE AFROPRIATE 

TOR TEFki I NATION . 


6. USE WI RE TIES TO HOLD HARNESS 

WHERE NEEDED. MINIMUM AMOUNT AND SIZE. 

7. REFE R TO DVB. *52001 IBB FOR HARNESS 
SPECIFICATION. 


52004711 B 


HARNESS, NOISE 
REDUCTION SWITCH 

End Date: 9/5/02 
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GHEY: CGNhECT TO FEED FROM DOME - 


OPTION 

CONNECTION 

STANDARD 

CONNECT TO FEED WIRE WHICH DRIVES DOME 
LIGHTS. CONNECTION MUST BE MADE AFTER 

ANY SWITCHS OR RELAYS IN THE CIRCUIT, 

B3250-00-000 

NOT USED. SECURELY CAP AND TIE BACK. 



-GREEN: DDME LIGHT TRIGGER 


GREEN/VIOLET (NDT USED) 


WHITE: CDNNECT TD MOMENTARY 

SWITCH, P/N 520D2B65, LOCATED 
IN REAR HEADER PANEL . 

SEE INSTALLATION DRAWING 520D343! . 


B3250-00-000 


GREY/BLACK (NOT USED) 
BLACK : CONNECT TO GROUND 


-RED/WHITE: HDRN DUTPUT PDLARITY 


MODEL 

CONNECTION 

MVP-ER 

MVP-EF 

GROUND 

FREIGHTLINER 

CONVENTIONAL 

GROUND 

NAVISTAR 

CONVENTIONAL 

GROUND 

FORD 

MINOTDUR 

12 Y+ CONSTANT SOURCE, CAN BE TIED 

TD MODULE CONSTANT POWER, RED WIRE. 

GM 

MINOTDUR 

GROUND 


DOME LIGHT RELAY PACK 

TBB P/N 5200473 1 

USED ONLY IN CONJUNCTION WITH 

OPTION B3250-00-000 


LEAD "2 1 A" IG GA. BLACK 
CONNECT DIRECTLY TO FRONT 
DOME LIGHT U) TERMINAI 


EE B5 

t£j 


r 


LEAD "2 IF", IG GA. YELLOW 
FRCNT DOME LIGHT FEED 
FROM SWITCH AND/OR RELAY. 


LEAD "ZIB” 16 GA. BK/WH 
CONNECT DIRECTLY TO REAR 
COME LIGHT (4) TERMINAL _ 


SB B5 

t£j 


r 


LEAD "21 R", IG GA. DRANGE 
REAR DOME LIGHT FEED 
FROM SWITCH AND/DR RELAY. 


- BLUE: HORN OUTPUT. 


MOUNT 52004707 IN OPEN- 
POSITION ON ELECTRICAL 
PANEL. 


ORANGE: CONNECT TO STOP/CR05SING ARM 

TRIGGER, CIRCUIT *B2. MAKE CONNECTION 
ONLY AT FLASHER UNIT . 


MODEL 

WIRE DESCRIPTION AND LOCATION 

MVP-ER 

MVP-EF 

WIRE *45, PINK 14 GA. AT HORN RELAY 

IN SIDE PANEL. RELAY TERMINAL USUALLY 
MARKED "S’. 

FREIGHTLINER 

CONVENTIONAL 

WIRE *25, TAN 14 GA. LOCATED ON 

LOWER LEFT SIDE FUSE BLOCK IN 

A YELLOW CONNECTOR. 

NAVI5TAR 

CONVENTIONAL 

WIRE *85A, GREY 16 GA. LOCATED IN 

DRIVER KICK PASEL NEAR FLOOR. 

FORD 

MINOTOUR 

DARK BLUE WIRE AT HCRN RELAY, 

LOCATED UNDERDASH, DRIVER SIDE. 

GM 

MINOTOUR 

IS GA. BLACK WIRE LOCATED IN HARASS 
TRAVELING UP STEERING CDLUMN. 


LED WIRING HARNESS 


DRILL A .36 INCH HOLE INTO SWITCH BLANK- 
P/N 52002232, AND SNAP IN L.E.D. LIGHT. 
LDCATE L.E.D. LIGHT AS FAR FORWARD IN 
THE SWITCH PANEL AS POSSIBLE . 



-INSTALL DECAL P/N 52004723 CM SWITCH 
PANEL DIRECTLY ABOVE 5WITCH BLANK 
CONTAINING L.E.D. LIGHT, 



52004720 C 

momAs 

i UMIlflEziXE 


CHILD REMIN 
SYSTEM 

DER 
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Manual 
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